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management  strategies  available  to  system  designers  and  provide  some 
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performance  of  four  control  models  has  been  analyzed  by  means  of 
simulation  experiments^.  Four  groups  of  simulation  experiments  were 
conducted  In  order  to  s^udy  the  behavior  of  the  control  models  In  a 
distributed  processing  etovlronment.  The  first  group  of  experiments 
examined  the  behavior  of  jobs  accessing  local  files  while  the  second 
group  Investigated  the  behavior  of  jobs  remotely  accessing  files. 

The  third  group  of  experiments  studied  jobs  not  requiring  file  access 
and  possessing  small  service  times  were  studied.  A  mixed  population 
of  two  different  types  of  jobs  was  analyzed  in  the  fourth  group  of 
experiments.  The  two  types  of  jobs  corresponded  to  those  used  in  the 
second  and  third  group  of  experiments. 
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An  essential  conponent  of  a  Fully  Distributed  Processing  System 
(FDPS)  is  the  distributed  and  decentralized  control.  This  component 
unifies  the  management  of  the  resources  of  the  FDPS  and  provides  system 
transparency  to  the  user.  In  this  dissertation  the  problems  of 
distributed  and  deoentrallzed  control  are  analyzed  and  fundamental 
characteristics  of  an  FDPS  executive  control  are  identified.  Several 
models  of  control  have  been  constructed  in  order  to  demonstrate  the 
variety  of  resource  management  strategies  available  to  system  designers 
and  provide  some  insight  into  the  relative  merits  of  the  various 
strategies.  The  performanoe  of  four  control  models  has  been  analyzed  by 
means  of  simulation  experiments. 

A  partitioned  management  strategy  is  utilized  in  the  first 
control  model.  In  this  model  a  global  search  is  enlisted  in  order  to 
locate  all  resources  required  to  satisfy  a  user  request.  The  second 
model  of  control  maintains  a  central  directory  of  all  resources.  All 
requests  for  resources  must  be  handled  by  the  node  possessing  the 
central  directory.  The  third  model  differs  from  the  first  model  in  the 
technique  used  to  looate  available  resources.  In  the  third  model  a 
searoh  of  the  resources  available  at  the  local  node  is  conducted  before 
any  global  searoh.  Only  if  all  resources  cannot  be  found  locally  is  a 
global  search  conducted.  The  fourth  model  of  control  maintains 
identical,  redundant  resource  directories  on  all  nodes  with  access  to 
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the  directories  provided  In  a  serial  fashion  by  passing  a  special  mes¬ 
sage  called  the  control  vector  among  the  nodes.  Modifications  made  to  a 
directory  by  the  holder  of  the  control  vector  are  transmitted  to  all 
other  nodes. 

Four  groups  of  simulation  experiments  were  conducted  In  order  to 
study  the  behavior  of  the  control  models  in  a  distributed  processing 
environment.  The  first  group  of  experiments  examined  the  behavior  of 
Jobs  accessing  local  files  while  the  second  group  Investigated  the 
behavior  of  jobs  remotely  accessing  files.  The  third  group  of 
experiments  studied  Jobs  not  requiring  file  access  and  possessing  small 
service  times  were  studied.  A  mixed  population  of  two  different  types 
of  Jobs  was  analyzed  in  the  fourth  group  of  experiments.  The  two  types 
of  Jobs  corresponded  to  those  used  in  the  second  and  third  group  of 
experiments. 

In  the  first  group  of  experiments  the  average  work  request 
response  times  approached  a  constant  value,  which  was  similar  to  the 
value  obtained  with  a  single  node  simulation  as  the  communication  band¬ 
width  Increased.  The  results  of  the  first  two  groups  of  experiments 
Indicated  little  difference  in  the  performance  of  the  various  models. 
The  third  group  of  experiments,  though,  provided  a  clear  distinction 
among  values  for  average  response  time  for  the  various  models  with  a 
relative  ordering  from  smallest  to  largest  average  work  request  response 
time  as  follows:  model  2,  model  3,  model  1,  model  U.  As  the  communica¬ 
tion  bandwidth  was  increased  the  distinction  between  the  first  three 
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■odele  dlalnlshedi  but  tbe  value  for  average  uork  request  response  tiae 
for  aodel  4  reaained  oonalatently  blgtier  than  for  the  other  aodels. 
Finally,  In  tbe  fourth  group  of  experiaents  the  average  work  request 
response  tlaes  for  the  short  Jobs  increased  as  the  fraction  of  Jobs 
accessing  reacts  files  was  increased. 
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SBCTZOH  1 
IHTIODOCTZON 

Technological  advances  in  eonunlcationa  have  made  feasible  the  Inter¬ 
connection  of  multiple  computers  and  created  the  problem  of  managing  the 
numerous  resources  provided  by  the  Individual  syst«os  so  as  to  make  them 
accessible  to  all  users  regardless  of  their  point  of  entry  into  the 
distributed  system.  Solutions  to  the  control  problem  for  uniprocessors  are 
not  directly  applicable  to  distributed  processing  systems  due  to  the 
distributed  nature  of  the  resources.  Thus,  It  is  necessary  that  new  resource 
management  strategies,  hereafter  referred  to  as  control  strategies,  be 
designed  for  distributed  processing  systems. 

A  number  of  distributed  processing  systems  have  been  constructed  each 
using  a  different  control  strategy  (see  Chapter  II),  but  no  comprehensive 
study  of  the  control  problem  has  been  undertaken.  This  dissertation  analyzes 
the  problem  of  process  control  In  a  distributed  processing  system.  Fun¬ 
damental  characteristics  and  functional  requirements  of  the  control  are 
Identified,  and,  from  these,  a  number  of  models  of  control  are  developed  to 
help  visualize  the  variety  of  control  strategies  available  to  system 
designers.  Finally,  the  performances  of  the  various  control  models  are 
analyzed  by  means  of  simulation  experiments,  and  the  models  are  evaluated  on 
the  basis  of  the  performance  results  as  well  as  certain  qualitative  features. 

This  dissertation  Is  concerned  with  a  particular  class  of  distributed 
processing  systems,  "Fully  Distributed  Processing  Systems  (FDPS)."  For  a 
system  to  be  classified  as  an  "FDPS, "  it  must  possess  all  five  of  the  follow¬ 
ing  characteristics: 

1 .  Multiplicity  of  resources 

2.  Component  interconnection  with  two-party,  cooperative  protocols 

3.  Unity  of  control 

4 .  System  transparency 

5 .  Component  autonomy 

The  first  characteristic  requires  that  an  FDPS  be  composed  of  a  mul¬ 
tiplicity  of  "general-purpose"  resources.  They  must  all  be  freely  assigned  on 
a  short-term  basis  to  various  system  tasks  as  required  (hardware  and  software 
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processors,  shared  data  bases,  etc.).  The  second  characteristic  is  that  the 
active  components  in  the  PDFS  must  be  physically  connected  by  a  communication 
network(a)  utilizing  two-party,  cooperative  protocols  to  control  the  physical 
transfer  of  data  (l.e.,  loose  physical  coupling). 

The  PDFS  must  also  possess  an  executive  control  that  defines  and  sup¬ 
ports  a  unified  set  of  policies  governing  the  operation  and  utilization  of  all 
physical  and  logical  resources.  In  addition,  the  executive  control  must 
provide  system  transparency.  Users  must  be  able  to  request  services  by 
generic  names  without  being  aware  of  their  physical  location  or  the  fact  that 
multiple  copies  of  the  resources  may  exist.  (System  transparency  is  designed 
to  aid  rather  than  inhibit  and,  therefore,  can  be  overridden.  A  user  who  is 
concerned  about  the  performance  of  a  particular  application  can  provide 
system-specific  information  to  aid  in  the  management  control  decisions.) 

Finally,  both  the  logical  and  physical  components  of  an  PDFS  should 
Interact  in  a  manner  described  as  "cooperative  autonomy."  [Ensl78]  This  means 
that  the  components  operate  in  an  autonomous  fashion  requiring  cooperation 
among  processes  for  the  exchange  of  information  as  well  as  for  the  provision 
of  services.  In  a  control  environment  observing  the  rules  of  cooperative 
autonomy,  the  components  reserve  the  ability  to  refuse  requests  for  service, 
regardless  of  whether  the  service  request  involves  execution  of  a  process  or 
the  use  of  a  file.  This  could  result  in  anarchy  except  for  the  fact  that  all 
components  adhere  to  a  common  set  of  system  utilization  and  management 
policies  expressed  by  the  philosophy  of  the  executive  control. 

The  primary  task  of  the  PDFS  control  is  the  management  of  system  resour¬ 
ces.  This  Includes  both  physical  resources  (e.g. ,  processors,  memory,  disks, 
tape  drives,  and  printers)  and  logical  resources  (e.g.,  processes  and  files). 
Most  methods  of  control  currently  utilized  In  uniprocessors  and  multiproces¬ 
sors  are  Inherently  centralized  and  are  based  on  the  premise  that  all  proces¬ 
ses  share  a  coherent  and  deterministic  view  of  the  entire  system  state 
[Jens78].  Many  researchers  (see  for  example  [Ensl78,  Jens78,  LeLa79])  argue 
that  a  distributed  and  decentralized  approach  to  control  will  be  necessary  in 
order  to  realize  the  advantages  (e.g,,  extensibility,  integrity,  and  per¬ 
formance)  that  are  potentially  available  with  the  distribution  of  multiple 
resources. 
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"Distributed  control"  Is  characterized  by  having  its  executing  con- 
ponents  physically  located  on  different  nodes.  This  means  there  are  multiple 
loci  of  control  activity.  "Decentralized  control"  means  that  control 
decisions  are  made  Independently  by  separately  executing  control  components. 
In  other  words,  there  are  multiple  loci  of  control  decision  making. 
Therefore,  a  distributed  and  decentralized  control  has  active  components 
located  on  different  nodes,  and  those  components  are  capable  of  making 
independent  control  decisions. 

The  problem  of  control  within  an  FDPS  has  been  the  subject  of  three 
papers  [SapoSO],  [EnslSIa],  and  [EnslSlb].  In  [SapoBO]  a  specific  model  of 
control  is  described.  [EnslSIa]  contains  an  analysis  of  the  FDPS  control 
problem  including  the  identification  of  design  alternatives  for  an  FDPS 
executive  control  and  the  specification  of  several  models  of  control.  In 
[EnslSlb]  the  models  of  control  described  in  [EnslSIa]  are  further  refined, 
and  an  analysis  of  the  relative  performance  of  the  models  is  conducted  using 
simulation  techniques. 

The  purpose  of  this  dissertation  is  to  conduct  a  detailed  analysis  of 
the  problem  of  controlling  an  FDPS  with  special  emphasis  given  to  distributed 
and  decentralized  techniques.  In  Chapter  II,  the  control  strategies  used  by 
other  researchers  in  their  distributed  processing  systems  are  examined  to 
provide  an  appreciation  for  the  variety  of  control  strategies  available  to 
system  designers.  The  fundamental  characteristics  of  FDPS  control  are 
presented  in  Chapter  III.  Utilizing  the  design  alternatives  presented  in 
Chapter  III,  several  models  of  control  are  constructed  and  described  in  Chap¬ 
ter  IV.  In  Chapter  V,  the  method  of  performance  analysis  utilized  in  this 
work  (l.e.,  simulation)  is  explained.  This  includes  a  description  of  both  the 
simulator  and  the  basic  environment  applicable  to  each  of  the  simulation 
experiments.  A  description  of  each  simulation  experiment  along  with  a 
presentation  of  the  results  is  provided  in  Chapter  VI.  The  simulation  results 
are  analyzed  with  the  aid  of  analytical  models  in  Chapter  VII.  In  chapter 
VIII,  the  control  models  described  in  Chapter  IV  are  evaluated  on  the  basis  of 
their  performance  (as  demonstrated  via  the  simulation  experiments)  and  various 
qualitatively  evaluated  features.  Finally,  conclusions,  recommendations,  and 
a  discussion  of  possible  future  research  are  presented  in  Chapter  IX. 
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BACKGROUND 

Distributed  processing  systens  have  been  in  existence  since  the  late 
1950 's,  when  the  National  Bureau  of  Standards  developed  the  PILOT  system 
[Leln58].  With  few  exceptions,  nearly  all  systeirs  developed  until  the  late 
1970 's  were  either  uniprocessors  or  tightly-coupled  multiprocessors.  Control 
in  both  of  these  types  of  systems  is  made  possible  through  the  use  of  highly 
centralized  techniques  based  on  the  premise  that  all  processes  share  a 
coherent  and  deterministic  view  of  the  entire  system  state  [Jens78].  The 
consistency  of  this  view  and  the  resulting  control  activities  is  enforced  by  a 
unique,  lower  level  entity.  Examples  of  such  low-level  entitles  are  monitors 
[Hoar7i|]  and  memory  access  control  hardware. 

Two  examples  of  multiprocessor  systems  are  the  C.mnp  [Wulf72i  Wulf61] 
and  the  Cm*  CSwan76a,b]  systems,  both  of  which  were  developed  at  Carnegie- 
Mellon  University.  C.mmp  consists  of  a  number  of  processors  each  possessing  a 
local  memory.  All  processors  are  connected  to  a  common  memory.  The  operating 
system  for  C.mmp  consists  of  the  kernel  called  HYDRA,  which  provides  a  set  of 
mechanisms  for  building  an  operating  system,  and  a  standard  extension,  which 
Implements  a  set  of  standard  operating  system  functions  (e.g.,  scheduler  and 
file  system).  The  information  needed  to  conduct  standard  operating  system 
functions  is  maintained  in  shared  tables. 

Cm*  consists  of  a  number  of  processors  each  possessing  a  local  memory, 
but  Cm*  does  not  possess  a  common  memory  to  which  all  processors  are  directly 
connected;  Instead,  each  processor  possesses  the  capability  of  directly 
addressing  the  local  memory  of  all  other  processors.  This  is  achieved  through 
special  switches  called  Kmap's.  Processors  are  collected  into  clusters  with 
all  processors  of  a  cluster  connected  to  a  single  Kmap.  The  Kmap's  are  inter¬ 
connected  in  order  to  provide  access  between  clusters.  The  Kmap  is  a  very 
Intelligent  switch  which  determines  if  an  addressed  entity  resides  within  its 
cluster  or  exists  in  another. 

Two  experimental  operating  systens  have  been  developed  for  Cm*,  StarOS 
[Jone79a]  and  Medusa  [0ust80a,b].  Both  of  these  operating  systems  utilize 
control  strategies  that  Involve  the  partitioning  of  resources  and  activities. 
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This  partitioning  Is  static  and  occurs  during  system  Initialization.  Each 
operating  system  Is  constructed  as  a  "task  force"  [Jone79b].  A  task  force 
consists  of  a  group  of  processes  cooperating  and  communicating  to  achieve  a 
goal.  Centralized  tables  are  utilized  to  bold  control  Information  used  by  the 
processes  of  the  operating  system's  task  force. 

A  number  of  loosely-coupled  distributed  processing  systems  have  been 
proposed,  and  several  have  actually  been  Implemented.  For  most  of  the 
systems,  the  control  strategy  that  Is  utilized  falls  Into  one  of  the  following 
four  categories: 

1 .  Autocracy 

2.  Sequential 
3«  Hierarchical 
4.  Partitioned 

An  autocracy  contains  a  single  entity  that  unilaterally  formulates  and 
executes  all  decisions  on  all  resources.  With  the  sequential  strategy,  all 
activities  are  performed  by  one  manager  for  a  period  of  time  and  then  by  the 
next  manager  In  succession.  Another  strategy  Is  to  establish  management  In  a 
hierarchical  manner  In  which  managers  at  a  given  level  supervise  a  set  of 
managers  at  the  next  lower  level.  The  top  level  may  possibly  contain  more 
than  one  manager.  Finally,  there  Is  the  partitioned  control  strategy,  In 
which  resources  are  partitioned  and  separate  managers  are  assigned  to  each 
partition. 

There  are  a  number  of  proposals  for  systems  that  utilize  an  autocratic 
form  of  control.  The  KOCOS  system  tAlso75]  Is  composed  of  a  number  of 
processor-memory  pairs  connected  to  a  common  bus  via  bus  Interface  units. 
Control  of  system  resources  Is  centralized  In  the  system  scheduler  which  Is 
present  on  only  one  of  the  processors.  Control  of  a  dynamic  process  Is  given 
to  the  local  operating  system  that  resides  on  the  processor  In  which  that 
pz*ocess  resides.  A  local  operating  system  resides  on  every  processor  except 
the  one  containing  the  system  scheduler. 

A  similar  proposal  for  managing  resources  In  a  distributed  processing 
system  has  been  made  by  Lunn  [LunnSi].  This  system  contains  a  "local 
available  resource  directory"  (LARD)  and  a  "total  active  resource  directory" 
(TARD).  A  LARD  Is  located  on  each  node  of  a  system.  It  contains  the  resour- 


Oeorgia  Institute  of  Technology 


FDPS  Control 


Section  2 


BACKGKOUND 


Page  7 


ces  currently  available  at  the  node.  All  active  LARDa  maintain  between  them- 
aelves  the  TARD  whicn  contalna  Information  concerning  all  resourcea  in  the 
system.  The  manager  of  the  TARD  resides  at  a  single  node.  To  locate  a 
resource,  a  process  Issues  a  request  to  Its  LARD  which  searches  locally.  If 
the  resource  is  not  found  locally,  the  LARD  forwards  the  request  on  to  the 
TARD.  Therefore,  all  nonlocal  references  will  be  resolved  by  h  single 
centrally  located  component,  the  TARD. 

A  slightly  different  approach  which  can  still  be  classified  as  an 
autocracy  Is  the  Cambridge  Ring  [WllkSO].  This  system  is  composed  of  a  number 
of  processor-memory  pairs  connected  In  a  ring.  For  each  class  of  resources,  a 
single  manager  (called  a  server)  is  assigned.  Each  server  has  exclusive  use 
of  a  processor  and  must  provide  management  services  for  all  resources  of  a 
given  type  that  are  a  part  of  the  system.  Examples  of  the  servers  Include  the 
file  server  (provides  file  management),  name  server  (maps  names  to  network 
addresses),  printing  server  (provides  access  to  printers),  and  time  server 
(supplies  the  current  date  and  time). 

Another  basic  control  strategy  that  has  been  proposed  for  some 
distributed  processing  systems  Is  the  *sequentlal  approach."  An  example  of  a 
system  utilizing  this  approach  is  the  ARAMIS  Distributed  Computer  [Caba79a,b]. 
The  nodes  of  this  system  may  be  physically  interconnected  in  any  manner,  but 
they  are  logically  connected  In  a  loop.  Multiple,  redundant  copies  of 
management  Information  for  sharable  resources  are  maintained  on  each  node.  In 
addition,  there  is  a  manager  on  each  node  which  provides  access  to  sharable 
resources  for  the  users  attached  to  that  node.  The  managers  operate  in  a 
serial  fashion  in  order  to  prevent  access  conflicts  to  the  redundant 
management  Information.  A  special  message  called  the  control  vector  (CV)  cir¬ 
culates  around  the  virtual  loop  to  control  the  serial  operation  of  the 
managers.  The  node  which  holds  the  CV  is  permitted  to  update  its  local  copy 
of  the  management  Information  (i.e.,  allocate  and  deallocate  resources).  The 
updates  made  by  the  manager  are  packaged  in  a  message  called  the  update  vector 
(UPV),  which  is  passed  around  the  loop  allowing  the  other  managers  to  bring 
their  copies  of  the  management  information  into  a  consistent  state.  Once  the 
UPV  returns  to  the  manager  that  originally  created  it,  the  CV  is  sent  to  the 
next  node. 


Georgia  Institute  of  Technology 


FDP5  Control 


Pag*  8 


BACXQIIOOND 


Section  2 


The  Delta  distributed  transaction  processing  systen  [LeLaSi]  utilizes  a 
sinilar  soheae  for  providing  oonourrenoy  control.  A  control  token  circulates 
on  a  virtual  ring  carrying  a  sequencer  vhleh  delivers  sequential  and  unique 
Integer  values  called  tickets.  The  tickets  are  utilized  to  timestamp  trsmsac- 
tlons.  Once  tickets  have  been  selected  by  the  manager  at  a  particular  node, 
the  control  token  is  transmitted  to  the  successor  node. 

A  hierarchical  control  strategy  has  been  proposed  in  a  number  of  systems 
including  the  Stony  Brook  Multicomputer  [KlebSl,  Nuke79].  Three  types  of 
nodes  compose  this  systen,  G-nodes,  T-nodes,  and  P-nodes.  The  G-node  is  the 
root  node.  It  supports  a  global  file  system  and  manages  bass  storage  devices 
for  the  entire  system.  Each  T>node  supports  an  individual  transaction  file 
system  serving  the  P-nodes  to  which  it  is  connected.  User  applications  are 
run  at  the  P-nodes  which  are  organized  in  a  tree  with  strict  superior- 
subordinate  relationships.  A  superior  P-node  processor  can  preempt  the 
activity  of  one  of  its  subordinate  nodes.  A  user  interface  program  running  on 
the  G-prooessor  assigns  tasks  to  the  root  P-prooessor.  This  processor  can 
assign  the  tasks  to  its  subordinates  who  can  do  the  same.  Thus,  a  hierarchy 
of  control  is  established. 

The  X-tree  system  [M11181]  consists  of  a  network  of  nodes  organized  in  a 
tree  topology.  Devices  are  attached  only  to  the  leaf  nodes.  Objects  (e.g., 
data,  programs,  processes,  directories,  files,  and  ports)  are  the  basic 
addressable  units  in  X-tree.  All  objects,  with  the  exception  of  ports  and 
processes,  reside  only  at  the  leaf  nodes.  An  object’s  address  consists  of  a 
global  node  address  (the  address  of  the  node  on  which  the  object  resides)  and 
a  local  node  address  (the  address  of  the  object  within  the  node). 

The  X-tree  Operating  System  (XOS)  is  composed  of  five  major  nodules:  1) 
the  mlcrocoded  kernel,  2)  the  capability  manager,  3)  the  object  manager,  4) 
the  directory  system,  and  5)  the  command  Interpreter.  Every  process  can 
potentially  access  any  object  in  the  system  regardless  of  its  location  because 
XOS  provides  a  consistent  and  equivalent  view  of  the  address  space  to  all 
nodes.  Access  to  objects  is  controlled  by  the  object  manager.  Object 
managers  residing  at  leaf  nodes  provide  access  to  and  management  of  the 
objects  resident  at  that  node.  Non-leaf  object  managers  simply  act  as  agents 
by  forwarding  requests  for  objects  to  the  appropriate  leaf  nodes.  The 
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implementation  of  the  object  managers  appears  to  be  one  of  the  few  functions 
in  which  the  implementation  is  a  direct  consequence  of  the  tree  topology  of 
the  network.  Most  other  functions  appear  to  be  Implemented  with  identical 
copies  resident  at  each  node. 

Another  system  based  upon  a  bler£u*chical  organization  is  the  MICRONET 
system  [Wltt79,  WittSO].  MICRCNET  is  a  packet  switched  network  of  loosely- 
coupled  LSI-11 's  which  are  Interconnected  by  0.5  Mbyte/sec  shared  conmunica- 
tion  busses.  Each  computer  module  can  access  two  of  the  mamy  busses  which  are 
passive  and  function  with  decentralized  control  much  like  Ethernet  [Metc76]. 
Nodes  consist  of  a  host  and  a  communication  computer. 

MICROS,  the  operating  system  for  MICRONET,  utilizes  a  hierarchical 
control  strategy.  The  nodes  of  the  highest  level  of  the  hierarchy  form  the 
oligarchy;  the  nodes  which  make  the  middle  levels  are  called  managers;  and  the 
nodes  of  the  lowest  level  are  called  workers.  No  single  node  controls  the 
network;  instead,  the  highest  level  of  management  is  composed  of  a  global 
control  oligarchy  consisting  of  several  nodes.  The  members  of  the  oligarchy 
exchange  summary  information  with  each  other  in  order  to  preserve  information 
in  the  event  of  a  hardware  failure.  Subordinate  nodes  provide  summary 
information  to  their  immediate  supervisors.  This  information  Includes  a  list 
of  their  immediate  subordinates.  Thus,  if  a  node  is  lost,  its  supervisor  can 
replace  that  node  with  one  of  the  lost  node's  subordinates  and  as  a  result 
preserve  the  hierarchical  structure  of  the  network.  The  lowest  level  of  the 
hierarchy  consists  of  nodes  called  workers.  These  nodes  support  user  tasks 
and  I/O  handlers. 

User  programming  on  MICROS  is  accomplished  with  the  use  of  task  forces 
[Jone79b].  A  task  force  consists  of  a  collection  of  cooperating  tasks.  The 
technique  used  to  schedule  task  forces  is  called  wave  scheduling  [vanTSll. 
Each  middle  level  manager  maintains  an  approximate  count  of  the  number  of  its 
subordinate  workers  which  are  available.  The  count  is  approximate  because 
information  concerning  processor  allocations  or  deallocations  requires  a 
certain  delay  in  order  to  filter  up  to  the  appropriate  superior  managers.  If 
a  request  for  a  task  force  of  size  S  (i.e. ,  the  task  force  requires  S  proces¬ 
sors)  is  received  by  a  manager  Incapable  of  providing  that  number  of  proces¬ 
sors,  the  task  force  cescriptor  (a  structure  describing  the  task  force 
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requlrementa)  Is  passed  up  the  hierarchy  until  a  suitable  manager  Is 
discovered. 

The  manager  for  a  task  force,  the  task  force  master  (TFH),  maintains 
Information  concerning  the  availability  of  workers  In  the  TFM's  subtree.  The 
TFM  computes  R  ^  S,  which  is  the  number  of  workers  It  will  attempt  to  reserve. 
The  request  for  R  workers  is  divided  among  the  subordinate  managers  of  the 
TFM.  This  procedure  continues  down  the  hierarchy  appearing  as  a  wave  of 
subrequests.  Hardware  failures  and  deadlock  are  handled  through  the  use  of 
time-outs  at  each  level  of  the  hierarchy. 

A  fourth  strategy  for  control,  partitioned  control,  can  be  observed  in  a 
number  of  systems.  This  strategy  Involves  the  partitioning  of  resources  and 
the  assignment  of  separate  managers  to  each  partition.  There  are  a  number  of 
systems  that  partition  resources,  assign  managers  to  each  partition,  and  rely 
upon  communication  among  the  managers  in  order  to  make  the  resources  globally 
accessible.  An  example  of  such  a  system  is  the  Advanced  Distributed  Applica¬ 
tion  Programming  Tools  System  (ADAPT)  [PeebSO].  In  this  system,  identical 
copies  of  a  kernel  are  maintained  at  each  node.  The  kernel  is  composed  of 
several  processes  each  performing  a  specific  role.  When  a  kernel  process  is 
unable  to  satisfy  a  request  locally,  its  distant  counterparts  are  contacted  in 
order  to  solve  the  problem. 

A  similar  resource  management  strategy  is  utilized  in  the  Roscoe 
Distributed  Operating  System  [Solo79].  Roscoe  is  designed  for  a  network  of 
microprocessors.  All  processors  are  identical  and  execute  the  same  operating 
system  kernel.  Resource  managers  reside  on  all  processors  and  are  connected 
by  a  network  of  links.  A  Roscoe  link  is  patterned  after  the  concept  of  a  link 
in  DEMOS  [Bask77].  It  is  a  one  way  logical  connection  between  two  processes. 
It  combines  the  concepts  of  a  conmiunipation  path  and  a  capability.  If  a 
request  for  process  creation  cannot  be  handled  by  a  resource  manager  at  a 
particular  node,  it  is  sent  on  to  another  resource  manager  which  must 
determine  whether  it  should  service  the  request  or  pass  it  along  to  the  next 
resource  manager. 

A  slightly  different  scheme  of  resource  management  involves  bidding 
instead  of  simply  passing  a  request  from  node  to  node  searching  for  a  node  to 
service  the  request.  This  strategy  is  observed  in  the  Distributed  Computer 
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System  (DCS)  [Farb72a,b,  Rowe73J  and  a  distributed  problem  solver  called  CNET 
[Smit79,  SmitSO].  In  DCS,  the  nodes  are  organized  in  a  ring.  Requests  are 
placed  on  the  ring,  and  each  node  la  given  the  opportunity  to  bid  on  requests 
that  it  can  satisfy.  The  requester  chooses  one  of  the  bids  after  waiting  a 
certain  length  of  time  for  the  bids  to  arrive.  The  requester  notifies  the 
bidder  that  the  bid  has  been  accepted,  and  both  processes  notify  a  third 
process,  the  notary,  which  records  the  contract  in  a  central  file  used  to 
limit  resource  allocation.  The  central  file  is  used  to  store  rough  limits, 
which  need  not  be  accurate,  and  thus  the  central  file  is  not  considered  a 
critical  component.  Using  the  central  file,  the  notary  decides  whether  or  not 
it  will  ratify  the  contract.  Once  ratified,  the  resource  allocator  on  the 
chosen  node  creates  the  desired  process  and  returns  the  process  name  to  the 
original  requester. 

The  procedure  for  satisfying  requests  in  CNET  is  referred  to  as  the 
Contract  Net  Protocol.  When  a  node  requests  that  a  task  be  performed,  a  task 
announcement  message  is  prepared.  The  creator  of  this  message  is  called  the 
manager  of  the  task.  The  message  can  be  transmitted  using  one  of  the  follow¬ 
ing  three  techniques  depending  upon  the  knowledge  the  task  manager  possesses 
concerning  the  availability  of  resources:  1)  general  broadcast,  2)  limited 
broadcast,  and  3)  point-to-point.  Nodes  listening  to  the  message  can  return 
bids  which  are  subsequently  evaluated  by  the  task  manager.  The  chosen  bidder, 
called  a  contractor,  is  sent  an  award  message.  If  no  bids  are  received  within 
a  particular  time  interval,  the  contract  message  is  reannounced.  The  task 
manager  can  terminate  a  contract  at  any  time.  If  a  node  becomes  idle,  it  can 
issue  a  node  availability  message. 

Examples  of  systems  utilizing  four  basic  control  strategies  have  been 
presented  in  this  chapter.  The  four  strategies  are  autocracy,  sequential, 
hierarchical,  and  partitioned.  This  discussion  should  give  the  reader  an 
appreciation  for  the  variety  of  approaches  that  can  be  taken  when  choosing  a 
strategy  for  the  management  of  a  system's  resources.  In  the  following  chap¬ 
ters,  a  detailed  study  is  undertaken  to  identify  key  characteristics  of  the 
control  strategies  for  Fully  Distributed  Processing  Systems.  Several  models 
of  control  will  be  described,  and  the  performance  of  these  models  will  be 
analyzed  by  means  of  simulation. 
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SECTION  3 

FUNDAMENTAL  CHARACTERISTICS  OF  FDPS  CONTROL 

In  order  to  identify  the  fundamental  characteristics  of  the  executive 
control  for  a  Fully  Distributed  Processing  System,  the  nature  of  an  FDPS  and 
the  applications  to  be  executed  on  the  FDPS  must  first  be  Identified.  Once 

this  has  been  done,  it  is  necessary  to  analyze  the  work  that  must  be  accom¬ 

plished  in  order  to  service  a  given  application.  With  this  accomplished,  the 
design  alternatives  for  the  executive  control  can  be  identified. 

3.1  Ibft  Mtiurs.  £1  JA  £&££ 

In  the  first  chapter.  Fully  Distributed  Processing  Systems  were  defined. 
A  key  point  in  that  definition  that  has  a  large  impact  on  the  design  of  an 
FDPS  executive  control  is  that  the  nodes  of  the  system  are  loosely-coupled. 

This  means  there  is  no  sharable  memory  such  as  is  found  in  C.nanp.  In 

addition,  processes  executing  on  one  node  cannot  directly  address  the  memory 
of  another  node  as  is  the  case  in  Cm*.  The  result  is  that  the  executive 
control  cannot  be  designed  on  the  basis  of  shared  tables  which  are  acoassible 
to  components  residing  on  multiple  nodes  of  the  system.  (This  is  the  tech¬ 
nique  used  in  the  StarOS  and  Medusa  operating  systems  for  Cm*.) 

The  FDPS  executive  control  oust  integrate  and  Ui'.ify  the  physical  and 
logical  resources  of  the  system.  Users  accessing  the  FDPS  at  any  node  must  be 
given  the  potential  to  utilize  resources  on  any  other  node  in  the  system  as 
well  as  those  at  the  local  node.  Therefore,  the  user  accesses  the  system  as  a 
whole  rather  than  Just  one  node  of  the  network. 

Access  to  resources  oust  be  provided  in  a  transparent  manner.  Users 
request  services  and  are  given  the  resources  necessary  to  provide  the  services 
rather  than  directly  requesting  the  resources.  Therefore,  users  need  not  be 
knowledgeable  of  the  configuration  of  resources  in  the  FDPS.  It  is  the 
responsibility  of  the  executive  control  to  locate  and  acquire  the  necessary 
resources. 

3.2  ibft  Mature  JZasr  Mark  MauuNata 

The  traditional  method  for  programming  user  applications  is  by  means  of 
a  single  monolithic  program.  It  has  been  discovered,  however,  that  many 
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applications  are  easier  to  implement  and  debug  as  a  series  of  communicating 
tasks  rather  than  as  a  monolithic  program  [Llve78b].  Denning  [Denn78]  claims 
that  this  type  of  programming  is  a  natural  way  of  expressing  the  concurrency 
inherent  in  an  algorithm.  Therefore,  one  may  expect  an  Increase  in  per¬ 
formance  by  exploiting  the  parallelism  present  in  the  algorithm. 

A  number  of  systems  support  this  type  of  programming  including  Mininet 
[Live80,  Mann77 ] ,  StarOS  [Jone79a],  Medusa  [0u3t80a,b],  MICROS  [WittSO],  and 
TRIX  [WardSO].  Mininet  is  a  system  oriented  towards  transaction  processing  on 
distributed  data  bases  that  exhibit  locality  of  reference.  The  processing  of 
a  transaction  is  represented  by  a  directed  graph  in  which  the  nodes  represent 
processes  and  the  edges  messages.  StarOS,  Medusa,  and  MICROS  support  task 
forces  [Jone79b]  consisting  of  a  collection  of  communicating  processes.  This 
programming  technique  is  also  utilized  in  the  TRIX  system.  TRIX  itself  can  be 
viewed  as  a  directed  graph  in  which  the  nodes  represent  processes  and  the 
edges  represent  the  communication  between  processes. 

In  this  study,  it  is  assumed  that  users  program  applications  by  means  of 
communicating  tasks.  The  collection  of  tasks  will  be  referred  to  as  a  task 
set  and  can  be  viewed  as  a  directed  graph  in  which  the  nodes  of  the  graph 
represent  the  tasks  and  the  edges  represent  the  communication  between  the 
tasks. 

Users  present  their  requests  for  service  to  the  system  by  means  of  work 
requests  programmed  in  a  command  language  such  as  that  depicted  in  Figure  1 . 
(Figure  1  contains  the  BNF  description  of  the  command  language  supported  by 
the  Advanced  Command  Interpreter  available  on  the  Georgia  Tech  Software  Tools 
Subsystem.  In  this  dissertation,  examples  of  work  requests  are  presented 
utilizing  this  command  language.)  In  the  work  request,  a  user  specifies  a 
number  of  tasks  and  the  connectivity  (interprocess  communication)  of  those 
tasks.  The  work  request  can  be  viewed  as  a  specification  of  a  directed  graph. 
The  executive  control's  Internal  representation  of  a  work  request  will  be 
referred  to  as  a  task  graph.  The  nodes  represent  tasks  and  the  edges 
represent  communication  paths  between  tasks. 

A  node  specification  includes  the  following  information:  1)  an  optional 
label  to  Identify  the  node,  2)  a  command  name  which  names  a  file  that  contains 
either  executal>le  code  (object  file)  or  other  work  requests  (command  file), 
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<woric  request>  ;:r  <loglcal  net> 

<loglcal  net>  ::=  <loglcal  node>  (  <node  separator> 

{  <node  separator>  }  <logical  node>  } 

<node  aeparator>  ,  I  <plpe  connection> 

<plpe  connectlon>  ::=  [  <port>  ]  'I*  [  <loglcal  node  number>  ] 

[  .<port>  ] 

<port>  <lnteger> 

<logical  node  number>  ::=  <integer>  |  $  1  <label> 

<loglcal  node>  [  :<label>  ]  [  <aimple  node>  I 
<compound  node>  ]  | 

(  <slmple  node>  |  <compound  node>  ) 

<3lmple  node>  ::r  {  <i/o  redirector>  )  <coiiimand  name> 

{  <1/0  redlrector>  1  <argument>  } 

<coBpound  node>  ::=  {  <l/o  redlrector>  }  <loglcal  net> 

{  <net  3eparator>  <loglcal  net>  }  ' } ' 

{  <1/0  redireetor>  } 

<1/0  redlrector>  <flle  naine>  ’>•  [  <port>  ]  ! 

[  <port>  J  *>'  <flle  n&me>  I 
t  <port>  ]  '»’  <flle  naoe>  I 
'»'  [  <port>  ] 

<net  3eparator>  ; 

<coiimand  naDie>  ::s  <command  file  name>  I  <obJect  file  name> 
<label>  ::=  <ldentlfier> 

<flle  naiDe>  ::=  <data  file  name> 

<ldentlfler>  <letter>  {  <letter>  I  <digit>  } 

<lnteger>  ::=  <diglt>  {  <dlglt>  ) 


Figure  1.  BNF  for  the  Advanced  Command  Interpreter' 3 
Command  Language  [AkinSO] 


and  3)  optional  Input/output  redirection  inatructlona.  A  node  can  be 
Identified  either  by  Ita  label,  If  it  baa  one,  or  by  ita  poaltlon  on  the  com- 
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mand  line.  For  example,  In  the  command  below,  the  second  node  has  the  label 
'a'  and  the  command  name  'omnd2'. 
cmndl  I  :a  cmnd2 

This  node  can  be  identified  either  by  the  label  'a'  or  its  position  '2'  but 
not  by  its  name,  'cmnd2'. 

Input/output  redirection  is  used  to  connect  the  ports  of  a  task  to  files 
in  the  file  system.  (The  default  for  Input/output  is  "standard  Input/output;" 
i.e.,  the  user's  terminal.)  In  the  example  below,  input  port  number  three  is 
connected  to  file  'in'  and  output  port  number  one  is  connected  to  file  'out'. 
in>3  cmnd  1>out 

The  specification  of  the  port  number  in  the  input/output  redirector  is 
optional.  If  it  is  omitted,  the  next  unused  port  number  is  assumed. 
Therefore,  in  the  example  below,  output  port  number  one  is  connected  to  file 
'outi',  output  port  number  two  is  connected  to  file  'out2',  and  output  port 
number  three  is  connected  to  file  'out3'. 
cmnd  >out1  2>out2  >out3 

Nodes  are  separated  by  node  separators  which  can  be  either  the  comma 
symbol  or  the  vertical  bar  symbol.  The  comma  symbol  is  used  to  separate  a 
node  that  does  not  have  any  of  its  output  ports  connected  to  other  nodes.  The 
vertical  bar  symbol  or  pipe  symbol  is  used  to  identify  the  connection  of  an 
output  port  of  the  node  immediately  preceding  the  pipe  symbol  and  an  input 
port  of  another  node.  The  port  numbers  and  logical  node  number  of  the  pipe 
specification  may  be  omitted  and  default  values  assumed.  If  a  port  number  is 
omitted,  the  next  unused  port  number  for  the  node  possessing  the  port  is  used. 
The  logical  node  number  of  the  pipe  specification  identifies  a  node  of  the 
logical  network  and  may  either  be  an  integer  identifying  the  position  of  the 
node  on  the  command  line,  the  symbol  '$'  which  identifies  the  last  node  on  the 
command  line,  or  a  node  label.  If  no  other  node  is  specified,  the  node 
immediately  following  the  pipe  symbol  is  assumed  to  be  the  destination  of  the 
output  of  the  pipe. 

An  example  of  a  work  request  utilizing  this  syntax  is  shown  in  Figure  2. 
This  command  consists  of  seven  logical  nodes  connected  in  the  manner  depicted 
in  the  figure.  It  demonstrates  several  forms  of  pipe  specifications  including 
the  use  of  labels  in  identifying  nodes.  This  figure  also  contains  a  graphical 
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representation  of  the  work  request. 

3.3  Approashca  apiMwatint  £&£&  Executive  caatroi, 

There  are  two  basically  different  approaches  available  for  Implementing 
an  operating  system  for  a  distributed  processing  system,  the  base-level 
approach  and  the  meta-system  approach  [Thom78].  The  base-level  approach 
replaces  all  existing  software  up  to  some  Interface.  This  may  Include  the 
replacement  of  all  operating  system  software  and  the  retention  of  utility 
programs  and  compilers.  Therefore,  ^t  Is  possible  that  with  this  approach 
software  for  local  control  functions  such  as  memory  management  and  process 
management  will  need  to  be  developed.  In  contrast,  the  meta-system  approach 
utilizes  the  "existing"  operating  systems,  called  local  operating  systems 
(LOS),  already  operating  on  each  of  the  nodes  of  the  system.  Each  LOS  Is 
"interfaced"  to  the  distributed  system  by  a  network  operating  system  (NOS) 
which  Is  designed  to  provide  high  level  services  available  on  a  system-wide 
basis.  The  most  common  reason  for  taking  the  meta-system  approach  is  the 
availability  of  existing  software  for  accomplishing  local  management  func¬ 
tions,  thus  providing  the  opportunity  for  reducing  development  costs  [Thom78]. 

Figure  3  depicts  a  logical  model  applicable  to  an  PDFS  executive  control 
utilizing  either  approach.  The  LOS  handles  the  low-level  (processor-specific) 
operations  required  to  Interface  directly  with  users  and  resources.  In  the 
meta-system  approach,  the  LOS  represents  primarily  the  operating  systems 
presently  available.  The  LOS  resulting  from  a  base-level  approach  has  similar 
functionality;  however,  it  represents  a  new  design,  and  certain  features  may 
be  modified  in  order  to  allow  the  NOS  to  provide  certain  functions  normally 
provided  by  the  LOS.  Any  "network"  operations  are  performed  by  the  NOS. 
System  unification  Is  realized  through  the  interaction  of  NOS  components,  pos¬ 
sibly  residing  on  different  processors,  acting  in  cooperation  with  appropriate 
LOS  components.  Communication  among  the  components  is  provided  by  the  message 
handler  which  utilizes  the  message  transport  services  which  actually  move  the 
messages. 

3.4  Information  Heouirementa 

The  two  types  of  data  required  by  an  executive  control  are  information 
concerning  the  structure  of  the  set  of  tasks  required  to  satisfy  the  work 
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Work  Request: 

pgnl  I  pgm2  1|a  2!b  :a  pgm3  I  P0b4  |c.1  :b  pgmS  i  Pgp6  1.2  :c  p^iT 
(0)  (1)  (2)  (3)  (i*)  (5)  (6)  (7)  (8)  (9) 

(0)  Output  port  1  of  pgml  is  connected  to  input  port  1  of  pgn2. 

(1)  Output  port  1  of  pgm2  Is  connected  to  Input  port  1  of  the 

logical  node  labeled  "a,".  pgm3. 

(2)  Output  port  2  of  pgin2  Is  connected  to  Input  port  1  of  the 
logical  node  labeled  "b,"  pgmS. 

(3)  Label  for  the  logical  node  containing  pgm3  as  its  execution 
□odule. 

(i»)  Output  port  1  of  pgmS  is  connected  to  Input  port  1  of  pgm4. 

(5)  Output  port  1  of  pgmM  la  connected  to  Input  port  1  of  the 

logical  node  labeled  "c,"  pgm7. 

(6)  Label  for  the  logical  node  containing  pgmS  as  its  execution 
module. 

(7)  Output  port  1  of  pgm5  la  connected  to  input  port  1  of  pgm6. 

(8)  Output  port  1  of  pgm6  is  connected  to  input  port  2  of  pgm7. 

(9)  Label  for  the  logical  node  containing  pgm7  as  its  execution 
module. 


Data  Flow  Graph  of  the  Work  Request: 

pgml 
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Figure  2.  Example  of  a  Work  Request 
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\  / 
\  USERS  AND  RESOURCES  / 

\ _ / 

\  / 

\  LOCAL  OPERATING  SYSTEM  / 

\ _ ! 

\  / 

\  NETWORK  OPERATING  SYSTEM  / 

\ _ / 

\  / 

\  MESSAGE  HANDLER  / 

\ _ / 

\  / 

\  MESSAGE  TRANSPORTER  / 


\ _ / 

!  1 

I  PHYSICAL  I 

!  INTERCONNECTICW  1 

I _ 1 

/  \ 


/  MESSAGE  TRANSPORTER  \ 

/ _ \ 

/  \ 

/  MESSAGE  HANDLER  \ 

/ _ \ 

/  \ 

/  NETWORK  OPERATING  SYSTEM  \ 

/ _ \ 

/  \ 

/  LOCAL  OPERATING  SYSTEM  \ 

/ _ \ 

/  \ 

/  USERS  AND  RESOURCES  \ 

/ _ .\ 


Figure  3.  A  Logical  Model  of  an  FDPS 


request  and  Information  about  system  resources.  This  data  is  maintained  in  a 
variety  of  data  structures  by  a  number  of  different  components. 

3.4.1  Information  Reouiramenta  for  Work  Raoueata 

Each  work  request  identifies  a  set  of  cooperating  tasks  and  the  connec¬ 
tivity  of  these  tasks.  Work  requests  as  linear  textual  forms  can  be  easily 
accepted  and  manipulated  by  the  computer  system;  however,  task  graphs,  which 
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are  the  Internal  control  structures  used  to  describe  work  requests,  must  be 
represented  In  a  manner  such  that  the  linkage  information  is  readily 
available.  Two  possible  methods  for  representing  the  task  graph  are  the  fol¬ 
lowing:  1)  a  linked  list  of  node  control  blocks  (Figure  4),  or  2)  an  inter¬ 
connection  matrix  (Figure  5). 

Information  concerning  a  particular  task  Is  maintained  In  a  node  control 
block  (Figure  4).  Associated  with  each  logical  node  Is  an  execution  file,  a 
series  of  Input  files,  and  a  series  of  output  files.  The  node  control  block 
contains  Information  on  each  of  these  resources  Including  the  name  of  the 
resource,  the  locations  of  possible  candidates  that  might  provide  the  desired 
resource,  and  the  location  of  the  candidate  resource  chosen  to  be  utilized  In 
the  satisfaction  of  the  work  request.  In  addition  to  this  Information,  the 
node  control  block  maintains  a  description  of  all  Interprocess  communication 
(IPC)  in  which  the  node  is  a  party.  This  consists  of  a  list  of  input  ports 
and  output  ports.  (Interprocess  communication  is  a  term  describing  the 
exchange  of  messages  between  cooperating  processes  of  a  work  request . ) 
Typically,  a  message  Is  "sent"  when  it  Is  written  to  the  output  port  of  a 
process.  The  message  Is  then  available  for  consumption  by  any  process  posses¬ 
sing  an  input  port  that  is  connected  to  the  previously  mentioned  output  port. 
The  message  Is  actually  consumed  or  accepted  when  the  process  owning  the  con¬ 
nected  Input  port  executes  a  READ  on  that  port. 

A  global  view  of  Interprocess  comnunicatlon  is  provided  by  the  node 
Interconnection  matrix  (Figure  5).  This  structure  Indicates  the  presence  or 
absence  of  an  IPC  link  between  an  output  port  of  one  node  and  an  Input  port  of 
another  node.  Thus,  links  are  assumed  to  ceu*ry  data  In  only  a  single  direc¬ 
tion. 

An  example  of  a  task  graph  resulting  from  the  work  request  in  Figure  2 
utilizing  the  direct  linking  of  node  control  blocks  Is  presented  in  Figure  6. 
Figure  7  Illustrates  the  utilization  of  an  Interconnection  matrix. 

3 >4.2  Infowaatlon  Reoulramanta  for  System  Resouroea 

Regardless  of  how  the  executive  control  is  realized  (l.e.,  how  the  com¬ 
ponents  of  the  executive  control  are  distributed  and  bow  the  control  decisions 
are  decentralized).  Information  concerning  all  system  resources  (processors, 
communication  lines,  files,  and  peripheral  devices)  must  be  maintained.  This 
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I 

EXECUTION  FILE  ! 

Name:  ! 

Locations  of  candidates  available:  ! 

Location  of  candidate  chosen:  I 

INPUT  FILE  1  I 

Name:  ! 

Locations  of  candidates  available:  ! 

Location  of  candidate  chosen:  ! 

~  I 


♦ 

I 


t 

I 


INPUT  FILE  1  I 

Name:  ! 

Locations  of  candidates  available:  I 

Location  of  candidate  chosen:  ! 


OUTPUT  FILE  1  ! 

Name:  I 

Locations  of  candidates  available:  I 
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Figure  4.  Node  Control  Block 
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Figure  5.  Node  Interconnection  Matrix 
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Figure  6.  Example  of  a  Task  Graph  Using  Links  within  the 

Node  Control  Blocks 
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information  includes,  as  a  minimum,  an  indication  of  tne  availability  of 
resources  (available,  reserved,  or  assigned).  Preemptable  resources  (e.g., 
processors  and  communication  lines)  capable  of  accommodating  more  than  one 
user  at  a  time  may  also  have  associated  with  them  utilization  information 
designed  to  guide  an  executive  control  in  its  effort  to  perform  load 
balancing. 

6.5  Baals;  Operations  siL  FPPS  Control 

The  primary  task  of  an  executive  control  is  to  process  work  requests.  A 
work  request  can  be  represented  by  a  directed  graph  called  a  task  graph.  A 
node  of  a  task  graph  specifies  an  execution  file  and  multiple  input  and  output 
files.  The  execution  file  may  contain  either  object  code  or  commands  (work 
requests).  All  three  types  of  files  may  reside  on  one  or  more  physical  nodes 
of  the  system,  for  there  may  be  multiple  copies  of  the  same  file  available. 
Thus,  to  process  a  work  request,  an  FDPS  executive  control  must  perform  three 
basic  operations:  1)  gather  information,  2)  distribute  the  work  and  allocate 
resources,  and  3)  initiate  and  monitor  the  task  execution.  These  operations 
need  not  be  executed  in  a  purely  serial  fashion  but  may  take  a  more  complex 
form  with  executive  control  operations  executed  simultaneously  or  concurrently 
with  task  execution. 

Examination  of  the  basic  operations  in  further  detail  (Figure  8)  reveals 
some  of  the  variations  possible  in  the  handling  of  work  requests.  The  follow¬ 
ing  two  steps  exist  in  the  information  gathering  phase:  1)  collecting 
information  about  resource  requirements  for  the  work  request  and  2)  identify¬ 
ing  the  resources  available  for  satisfying  those  requirements.  Information 
gathering  is  followed  by  the  selection  of  a  plan  for  distributing  the  work  and 
the  actual  allocation  of  the  resources.  If  this  operation  is  not  successful, 
three  alternatives  are  available.  First,  more  information  on  resource 
availability  can  be  gathered  in  an  attempt  to  formulate  a  new  work 
distribution.  Further  information  may  be  available  because  a  change  may  have 
occurred  in  the  status  of  some  resources  since  the  original  request  for 
availability  infermation  or  complete  resource  information  may  not  have  been 
requested  on  the  initial  inquiry.  Second,  more  information  can  be  gathered  as 
above,  but  the  requester  now  Indicates  a  willingness  to  "pay  more"  for  the 
resources.  This  is  referred  to  as  bidding  to  a  higher  level.  Finally,  it  may 
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be  necessary  to  infom  the  user  that  It  Is  Impossible  to  satisfy  the  work 
request  at  this  time. 
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Figure  8.  Work  Request  Processing  (Detailed  Steps) 
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3.5.1  InforMtloa  Qatnerlna 

Upon  receiving  a  work  request,  the  first  task  of  the  control  is  to 
discover  what  resources  are  needed  to  satisfy  the  work  request  (Figure  9)  and 
which  resources  are  available  to  fill  these  needs  (Figure  10).  Each  work 
request  includes  a  description  of  a  series  of  tasks  and  the  connectivity  of 
those  tasks.  Associated  with  each  task  is  a  series  of  files.  One  is 
distinguished  as  the  execution  file  and  the  remainder  are  Input/output  files. 
Tne  executive  control  must  first  determine  which  files  are  needed.  It  then 
must  examine  each  of  the  execution  files  to  determine  the  nature  of  its 
contents  (executable  code  or  commands).  Each  task  will  need  a  processor 
resource,  and  those  tasks  containing  command  files  will  also  require  a  command 
interpreter. 

An  FDPS  executive  control  must  also  determine  which  of  the  system 
resources  are  available.  For  nonpreemptable  resources,  the  status  of  a 
resource  can  be  either  "available,"  "reserved,"  or  "assigned."  A  reservation 
indicates  that  a  resource  has  been  promised  for  possible  use  by  another  task 
sometime  in  the  future  and  that  It  should  not  be  given  to  another  user. 
Typically  there  is  a  time-out  associated  with  a  reservation  that  results  in 
the  automatic  release  of  the  reservation  if  an  actual  assignment  is  not  made 
within  a  specified  time  Interval,  thus  freeing  resources  which  otherwise  would 
have  been  left  unavailable  by  a  lost  process.  The  process  may  be  lost  because 
it  failed,  its  processor  failed,  or  the  communication  link  to  the  node  housing 
the  particular  resource  failed.  An  assignment,  on  the  other  hand,  indicates 
that  a  resource  is  dedicated  to  a  user  until  the  user  explicitly  releases  that 
assignment  or  termination  procedures  are  executed,  Preemptable  resources  may 
be  accessed  by  more  than  one  concurrent  user  and,  thus,  can  be  treated  in  a 
different  manner.  For  these  resources,  the  status  may  be  indicated  by 
continuous  values  (e.g.,  values  representing  the  level  of  resource 
utilization)  rather  than  the  discrete  values  described  above. 

3.5.2  iffick  DlatrAbution  Aod  teagwrae  Ailo.aatlan 

The  FDPS  executive  control  must  determine  the  work  distribution  and  the 
allocation  of  system  resources  (Figure  11  4  12).  This  process  involves  choos¬ 
ing  from  the  available  resources  those  that  are  to  be  utilized.  This  decision 
is  designed  to  achieve  several  goals  such  as  load  balancing,  maximum  through¬ 
put,  or  minimum  response  time.  A  general  discussion  of  this  problem  can  be 
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Figure  9.  Information  Gathering  (Resources  Required) 
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Figure  10.  Information  Gathering  (Resources  Available) 
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LEGEND  AND  NOTES 
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3:  Some  Resources  May  Be  Reserved 

A:  General,  for  all  resources 

B:  To  meet  specific  task/Job  requirements 

C:  Replies  cover  information  on  resources  available  only 

D:  Replies  cover  information  on  the  total  status 

E:  Broadcast  only  significant  chemges 

F:  Periodic  broadcasts  at  regular  Intervals 


Figure  10.  Information  Gathering  (Resources  Available) 
( continued) 


found  in  [Chu80],  which  describes  a  number  of  approaches  to  the  problem 
including  graph  theoretic,  integer  programming,  and  heuristic.  A  presentation 
of  a  graph  theoretic  approach  can  be  found  in  [Ston78].  Sharp  [SharSl] 
describes  three  heuristic  algorithms  which  were  developed  specifically  for 
Fully  Distributed  Processing  Systems.  The  first  algorithm  attempts  to 
minimize  the  network  communication  required  to  satisfy  a  user  work  request. 
Processor  load  balancing  is  attempted  with  the  second  algorithm.  The  third 
algorithm  represents  a  combination  of  the  first  two  algorithms.  This 
algorithm  attempts  to  minimize  cozsmunication  while  also  attempting  to  evenly 
distribute  work  across  all  nodes.  All  of  the  preceding  methods  assume  that 
the  work  distribution  and  resource  allocation  decision  is  made  prior  to  the 
start  of  execution  of  the  processes  being  scheduled.  Bryant  [BryaSi]  proposes 
that  load  balancing  be  accomplished  by  moving  tasks  which  are  already 
executing.  This  is  accomplished  by.  forming  processor  pairs  via  a  pairing 
algorithm  and  moving  tasks  from  the  busier  processor  to  its  partner  in  the 
processor  pair. 

Once  an  allocation  has  been  determined,  the  chosen  resources  are 
allocated  and  the  processes  comprising  the  task  set  are  scheduled  and 
initiated.  If  a  process  cannot  be  immediately  scheduled,  it  may  be  queued  and 
scheduled  at  a  later  time.  When  it  is  scheduled,  a  process  control  block  and 
any  other  execution-time  data  structures  must  be  created. 
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Figure  1 1 .  Resource  Allocation  and  Work  Distribution 
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Figure  12.  Work  Assignment 


3.5.3  Information  Banordina 

Information  is  recorded  as  a  result  of  management  actions  and  provides  a 
means  of  maintaining  an  historical  record  or  audit  trail  of  system  activity. 
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The  information  recording  resulting  from  management  actions  records  the  system 
state  and  provides  information  for  decision  making.  The  historical  informa¬ 
tion  is  useful  in  monitoring  system  security  as  well  as  its  actual  per¬ 
formance.  It  provides  a  means  of  examining  past  activity  on  a  system  in  order 
to  determine  if  a  breach  of  security  has  occurred  or  how  a  particular  problem 
or  breach  of  security  may  have  occurred. 

Management  information  is  maintained  in  various  structures,  including 
the  task  graph.  The  task  graph  is  used  to  maintain  information  about  the 
structure  of  an  individual  work  request,  and  thus  its  contents  change  as 
processing  of  the  work  request  proceeds.  A  task  graph  is  first  created  when  a 
work  request  arrives.  From  that  point  until  the  work  request  is  completed, 
this  structure  is  in  a  state  of  dynamic  change.  It  is  used  to  record  informa¬ 
tion  about  the  availability  of  resources  pertinent  to  this  work  request  and 
maintains  a  record  of  the  progress  of  the  various  tasks  of  the  work  request. 

Much  of  the  information  contained  in  the  task  graph  is  applicable  to 
historical  records.  The  task  graph  can  be  used  to  house  historical  informa¬ 
tion  as  it  is  gathered  during  work  request  processing.  Upon  completion  of  the 
work  request,  the  historical  Information  is  extracted  and  entered  into  the 
permanent  historical  file.  Alternatively,  the  historical  file  can  be  created 
directly  while  skipping  the  intermediate  task  graph  structure. 

3.5.11  Task  Execution 

Finally,  an  executive  control  must  monitor  the  execution  of  active 
processes.  This  Includes  providing  Interprocess  communication,  handling 
requests  from  active  processes,  and  supervising  process  termination.  The 
activities  associated  with  Interprocess  communication  Include  establishing 
communlcatlcn  paths,  buffering  messages,  and  synchronizing  comnunlcatlng 
processes.  The  latter  activity  is  necessary  to  protect  the  system  from 
processes  that  flood  the  system  with  messages  before  another  process  has  time 
to  absorb  the  messages.  Active  processes  may  also  make  requests  to  the 
executive  control.  These  may  take  the  form  of  additional  work  requests  or 
requests  for  additional  resources.  Work  requests  may  originate  from  either 
command  files  or  files  containing  executable  code. 

The  executive  control  must  also  detect  the  termination  of  processes. 
This  Includes  both  normal  and  abnormal  termination.  After  detecting  process 
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termination,  it  must  Inform  processes  needing  this  Information  that  termina¬ 
tion  has  occurred,  open  files  must  be  closed,  and  other  loose  ends  must  be 
cleaned  up.  Finally,  when  the  last  process  of  a  work  request  has  terminated, 
the  executive  control  must  Inform  the  originator  of  the  work  request  of  the 
completion  of  the  processing  of  his  request. 

3.6  Yariatlona  Jji  FPPS  Control  Models 

There  exist  an  extremely  large  number  of  features  by  which  variations  in 
distributed  control  models  can  be  characterized.  Of  these,  only  a  few  basic 
attributes  seem  to  deserve  attention.  These  Include  the  nature  of  how  and 
when  a  task  graph  la  constructed,  the  maintenance  of  resource  availability 
Information,  the  allocation  of  resources,  process  initiation,  process 
monitoring,  and  process  termination.  In  this  section,  these  Issues  are 
examined;  but  since  the  number  of  variations  possible  In  each  Issue  are  rather 
large,  only  those  choices  considered  significant  are  discussed.  Table  1 
contains  a  summary  of  the  problems  that  have  been  Identified  and  possible 
solutions  (significant  and  reasonable  solutions)  to  these  problems, 

3.6.1  laak  firaBii  fioBatmaUgg 

The  task  graph  Is  a  data  structure  used  to  maintain  Information  about 
the  applicable  task  set.  The  nodes  of  a  task  graph  represent  the  tasks  of  the 
task  set,  and  the  arcs  represent  the  connectivity  or  flow  of  information 
between  tasks.  There  are  basically  four  Issues  in  task  graph  construction: 
1)  who  builds  a  task  graph,  2)  what  is  the  basic  structure  of  a  task  graph,  3) 
where  are  the  copies  of  a  task  graph  stored,  and  <()  when  Is  a  task  graph 
built. 

There  are  three  basic  alternatives  for  which  component  or  components 
will  construct  the  task  graph.  First,  a  single  "central"  node  can  be 
responsible  for  the  construction  of  task  graphs  for  all  work  requests. 
Another  choice  utilizes  the  control  component  on  the  node  receiving  the  work 
request  to  construct  the  task  graph.  Finally,  the  Job  of  building  the  task 
graph  can  be  distributed  among  several  components.  In  particular,  the  nodes 
Involved  In  executing  Individual  tasks  of  the  work  request  can  be  responsible 
for  constructing  those  parts  of  the  task  graph  that  they  are  processing. 
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Table  1 .  Variations  in  Control  Models 


TASK  GRAPH  CONSTRUCTION; 

Who  builds  the  task  graph? 

1 .  A  central  node  specializing  in  task  graph  building. 

2.  The  node  initially  receiving  and  analyzing  the  work  request. 

3.  All  nodes  Involved  in  executing  the  work  request. 

What  is  the  nature  of  the  task  graph? 

1 .  A  single  complete  structure. 

2.  Multiple  structures  each  consisting  of  a  subgraph. 

3*  Multiple  structures  each  consisting  of  a  subgraph  with  one 
copy  of  the  complete  task  graph. 

Where  is  the  task  graph  stored? 

1.  A  central  node. 

2.  The  node  initially  receiving  and  analyzing  the  work  request. 

3.  A  node  determined  to  be  in  an  optimal  location. 

4.  All  nodes  involved  in  executing  the  work  request. 

When  is  the  task  graph  built? 

1.  Completely  prior  to  execution. 

2.  Piecemeal  during  execution. 

RESOURCE  AVAILABILITY  INFORMATION; 

Vho  maintains  this  information? 

1 .  A  single  central  node. 

2.  All  nodes  maintain  common  information. 

3.  Resources  are  partitioned  with  a  separate  manager  for 
each  partition. 

Where  is  the  information  maintained? 

1.  At  a  central  node. 

2.  Separate  pieces  of  Information  concerning  a  particular 
resource  type  may  be  kept  on  different  nodes. 

3.  In  multiple  redundant  ooples. 

4.  Information  concerning  a  prrtlcular  resource  type  is  kept 
on  a  specially  designated  node. 

ALLOCATION  OF  RESOURCES; 

How  Is  concurrency  control  provided? 

1.  None  is  provided. 

2.  Reservations  are  used  prior  to  a  work  distribution  decision 
and  then  allocated  by  a  lock. 

3.  Allocated  by  a  lock  after  the  work  distribution  decision. 

4.  Resources  are  locked  before  the  work  distribution  decision 
is  made. 

(continued  on  next  page) 
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Table  1.  Variations  In  Control  Models 
(continued) 


PROCESS  INITIATION! 

How  Is  responsibility  distributed? 

1.  Single  manager. 

a.  Central  component  for  all  processes. 

b.  Individual  components  for  each  work  request. 

2.  Hierarchy  of  managers. 

a.  Two-level  hierarchy. 

b.  N-level  hierarchy. 

3.  Autonomous  managers. 

How  Is  refusal  of  a  request  to  execute  a  process  by  a  node 
handled? 

1 .  After  repeated  attempts,  the  request  Is  abandoned. 

2.  After  repeated  attempts,  a  new  work  distribution  Is 
obtained. 

PROCESS  MONITORING; 

What  type  of  Interprocess  communication  is  provided? 

1 .  Synchronized  communication. 

2.  Unsynchronized  communication. 

How  are  task  graphs  resulting  from  additional  work  requests 
handled? 

1 .  The  new  task  graph  Is  made  part  of  the  old  one. 

2.  The  new  task  graph  Is  kept  separate. 

ffiOCfiSS  TERMINATION; 

Options  selected  here  are  determined  by  those  selected  for 
PROCESS  INITIATION. 


The  general  nature  of  the  task  graph  Itself  provides  two  alternatives  for  the 
design  of  an  executive  control.  What  is  of  concern  is  not  the  content  of  a 
task  graph  but  rather  Its  basic  structure.  One  alternative  is  to  maintain  a 
task  graph  In  a  single  structure  regardless  of  how  execution  is  distributed. 
The  other  choice  Involves  maintaining  the  task  graph  as  a  collection  of  sub¬ 
graphs  with  each  subgraph  representing  a  part  of  the  work  request.  For  exam¬ 
ple,  a  subgraph  can  represent  that  portion  of  the  work  request  that  is  to  be 
executed  on  the  particular  node  at  which  that  subgraph  Is  stored. 
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Another  Issue  of  task  graph  construction  ccaoeros  where  the  various 
copies  of  the  task  graph  are  stored.  If  the  control  maintains  a  task  graph  as 
a  unified  structure  representing  the  complete  set  of  tasks  for  a  work  request, 
this  structure  may  be  stored  on  either  a  single  node  or  redundant  copies  may 
be  stored  on  multiple  nodes.  The  single  node  can  be  either  a  "central"  node 
that  Is  used  to  storo  all  task  graphs,  the  node  at  which  the  original  work 
request  arrived  (the  source  node),  or  a  node  chosen  for  its  ability  to  provide 
this  work  request  with  optimal  service.  If  the  task  graph  is  divided  Into 
several  subgraphs,  these  can  be  maintained  on  multiple  nodes. 

Finally,  there  Is  the  Issue  concerning  the  timing  of  task  graph 
construction  within  the  sequence  of  steps  that  define  work  request  processing. 
Two  choices  are  available:  1)  the  task  graph  can  be  constructed  completely, 
or  at  least  to  the  maximum  extent  possible,  before  execution  is  begun,  or  2) 
the  task  graph  can  be  constructed  incrementally  as  execution  progresses. 

3.6.2  Boeourgg  Availability  Information 

Another  characteristic  that  distinguishes  various  control  models  Is  the 
maintenance  of  resource  availability  information.  Of  importance  is  "who 
maintains  this  information"  and  "where  is  this  Information  maintained."  A 
particular  model  need  not  uniformly  apply  the  same  technique  for  maintaining 
resource  availability  Information  to  all  resources.  Rather,  the  technique 
best  suited  to  a  particular  resource  class  may  be  utilized. 

The  responsibility  for  maintaining  resource  availability  information  can 
be  delegated  In  a  variety  of  ways.  The  centralized  approach  Involves  assign¬ 
ing  a  single  component  this  responsibility.  Requests  and  releases  for  resour¬ 
ces  flow  through  this  specialized  component  which  oalntaina  the  complete 
resource  availability  information  in  one  location. 

A  variation  of  this  technique  maintains  complete  copies  of  the  resource 
availability  Information  at  several  locations.  This  technique  is  similar  to 
that  used  in  the  ARAMIS  Distributed  Computer  System  [Caba79a,b].  Components 
at  each  of  these  locations  are  responsible  for  updating  their  copy  of  the 
resource  availability  Information  in  order  bo  keep  it  consistent  with  the 
other  copies.  This  requires  a  protocol  to  insure  that  consistency  Is 
maintained.  For  example,  two  components  should  not  allocate  a  file  for  writ¬ 
ing  to  different  users  at  the  same  time.  The  ARAMIS  Distributed  Computer 
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System  provides  such  a  protocol.  The  nodes  of  the  network  are  organized  In  a 
logical  loop.  A  message  called  the  control  vector  (CV)  circulates  about  the 
loop.  The  holder  of  the  CV  may  allocate  or  deallocate  resources.  The  updates 
to  the  resource  data  base  are  packaged  In  a  message  called  the  update  vector 
(UPV).  The  UPV  Is  passed  around  the  loop  allowing  each  node  the  opportunity 
to  bring  Its  resource  data  base  Into  a  state  consistent  with  the  other  nodes. 
When  the  holder  of  the  CV  receives  the  UPV  it  sent,  the  CV  Is  sent  on  to  the 
next  node. 

Another  approach  exhibiting  more  decentralization  requires  dividing  the 
collection  of  resources  into  subsets  or  classes  and  assigning  separate  com¬ 
ponents  to  each  subset.  Each  component  is  responsible  for  maintaining 
resource  availability  information  on  a  particular  subset.  In  this  case, 
requests  for  resources  can  be  serviced  only  by  the  control  component 
responsible  for  that  particular  resource.  Resources  may  be  named  in  a  manner 
such  that  the  desired  manager  is  readily  identifiable.  Alternatively,  a 
search  may  be  required  in  order  to  locate  the  appropriate  manager.  This 
search  may  involve  passing  the  request  from  component  to  component  until  one 
is  found  that  is  capable  of  performing  the  desired  operation. 

Preemptable  resources,  which  can  be  shared  by  multiple  concurrent  users 
(e.g.,  processors  and  communication  lines),  do  not  necessarily  require  the 
maintenance  of  precise  availability  information.  For  these  resources,  it  is 
reasonable  to  maintain  only  approximate  availability  information  because  such 
resources  are  rarely  exhausted.  The  primary  concern  in  this  instance  is 
degraded  performance.  Therefore,  a  good  estimate  of  resource  utilization  is 
needed. 

3.6.3  AJLIggatAag  ■Beaftur.gsa 

One  of  the  major  problems  experienced  in  the  allocation  of  resources  is 
concurrency  control.  In  a  hospitable  environment,  it  is  possible  to  ignore 
concurrency  control.  The  users  are  given  the  responsibility  of  insuring  that 
access  to  a  shared  resource  such  as  a  file  is  handled  in  a  consistent  manner. 
In  other  environments,  such  as  that  presented  by  an  FDPS,  concurrency  control 
is  an  important  issue.  In  an  FDPS,  the  problem  is  even  more  difficult  than  in 
a  centralized  system  due  to  the  loose  coupling  inherent  in  the  system. 
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There  are  basically  three  approaches  to  solving  problea  of 
concurrent  requests  for  shared  resources.  In  the  first  approach  resources  are 
reserved  at  the  time  of  Information  gathering.  The  reservation  prevents  other 
users  from  acquiring  the  resource  and  Is  effective  for  only  a  limited  period, 
a  period  long  enough  to  make  a  work  distribution  decision  and  allocate  the 
resources  determined  by  the  decision.  The  other  two  solutions  to  this  problem 
do  not  use  reservations.  In  one  case  a  lock  Instead  of  a  reservation  Is 
applied  prior  to  the  formulation  of  the  work  distribution  decision.  This 
requires  the  explicit  release  of  all  resources  not  needed.  The  reservation 
provides  the  control  with  further  Information  as  to  the  status  of  the 
resource.  A  reservation  means  that  the  resource  may  be  used  In  the  near 
future  by  a  process.  Therefore,  reserved  resources  ctui  be  distinguished  from 
locked  resources.  The  last  technique  attoBpts  the  formulation  of  a  work 
distribution  decision  without  reserving  or  locking  resources.  If  resources 
cannot  be  allocated,  the  executive  control  must  either  wait  until  they  can  be 
allocated  or  attempt  a  new  work  distribution. 

3.6.0  Process  Initiation 

Several  Issues  arise  concerning  process  Initiation.  Of  primary  Interest 
Is  the  distribution  of  responsibility.  Responsibility  can  be  organized  In 
numerous  ways  but  the  following  three  organizations  appear  to  be  the  most 
popular  and  the  most  promising:  a  single  manager,  a  hierarchy  of  managers,  or 
a  collection  of  autonomous  managers.  Two  approaches  result  from  the  single 
manager  concept.  In  the  first  organization,  a  central  component  Is  In  charge 
of  servicing  all  work  requests  and  controlling  the  processes  resulting  from 
these  work  requests.  All  decisions  concerning  the  fate  of  processes  and  work 
requests  are  made  by  this  component.  A  variation  of  this  organization  assigns 
responsibility  at  the  level  of  work  requests.  Each  work  request  has  Its  own 
separate  manager  making  all  decisions  concerning  the  fate  of  the  work  request 
and  its  processes. 

Management  can  also  be  organized  In  a  hierarchical  manner.  There  are  a 
variety  of  ways  hierarchical  management  can  be  realized,  but  In  this  dis¬ 
sertation,  only  two,  the  two-level  hierarchy  and  the  n-level  hierarchy,  are 
discussed.  The  two-level  hierarchy  has  at  the  top  level  a  component  that  Is 
responsible  for  an  entire  work  request.  At  the  lower  level  are  a  series  of 
components  each  responsible  for  an  Individual  task  of  the  work  request.  The 
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lower  level  components  take  direction  from  the  high  level  component  and 
provide  results  to  the  higher  level.  The  n-level  hierarchy  utilizes  In  its 
top  and  bottom  levels  the  components  described  for  the  two-level  hierarchy. 
The  middle  levels  are  occupied  by  components  that  are  each  responsible  for  a 
subgraph  of  the  entire  task  graph.  Therefore,  a  middle  component  takes  direc¬ 
tion  from  and  reports  to  a  higher  level  component  which  is  in  charge  of  the 
part  of  the  task  graph  that  Includes  the  subgraph  for  which  the  middle  com¬ 
ponent  is  responsible.  The  middle  component  also  directs  lower  level  com¬ 
ponents,  each  of  which  are  responsible  for  a  single  task. 

Another  organizational  approach  utilizes  a  series  of  autonomous 
management  components.  Each  component  Is  In  charge  of  a  subset  of  the  tasks 
of  a  work  request.  Cooperation  between  the  components  is  required  in  order  to 
realize  the  orderly  completion  of  a  work  request. 

Regardless  of  the  organization,  at  some  point  a  request  for  the  assump¬ 
tion  of  responsibility  by  a  component  will  be  made.  Such  a  request  may  be 
reasonably  denied  for  two  reasons:  1)  the  component  does  not  possess  enough 
resources  to  satisfy  the  request  (e.g. ,  there  may  not  be  enough  space  to  place 
a  new  process  on  an  input  queue),  or  2}  the  component  may  not  be  functioning. 
The  question  that  arises  concerns  how  this  denial  is  handled.  One  solution  is 
to  keep  submitting  the  request  either  until  it  Is  accepted  or  until  a  certain 
number  of  attempts  have  failed.  If  the  request  is  never  accepted,  the  work 
request  is  abandoned,  and  the  user  is  notified  of  the  failure.  Instead  of 
abandoning  the  work  request,  it  is  possible  that  a  new  work  distribution 
decision  can  be  formulated  utilizing  the  additional  knowledge  concerning  the 
failure  of  a  certain  component  to  accept  a  previous  request. 

3.6.5  Prooeaa  Monitoring 

The  task  of  monitoring  proqess  execution  presents  the  FDPS  executive 
control  with  two  major  problems,  providing  Interprocess  communication  and 
responding  to  additional  work  requests  and  requests  for  additional  resources. 
Interprocess  communication  is  required  in  order  to  support  the  type  of  work 
requests  envisioned  for  an  FDPS.  Recall  that  these  work  requests  Involved  the 
specification  of  multiple  communicating  tasks.  The  question  that  must  be 
addressed  concerns  the  nature  of  the  communication  primitives  provided  by  the 
FDPS  executive  control.  This  question  arises  due  to  the  variety  of  comnunica- 
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tlon  techniques  Deir£.  offeree  current  lang'ieeeu .  "here  are  two  basic 
approaches  found  in  current  languages,  sjnehronized  lomniun lea tlon  and  unsynch¬ 
ronized  communication  (buffered  messages).  Synchronized  communication 
requires  that  the  execution  of  both  the  sender  and  the  receiver  be  interrupted 
until  a  message  has  been  successfully  transferred.  Examples  of  languages 
utilizing  this  form  of  communication  are  Hoare’s  Coiumunicating  Sequential 
Processes  [Hoar78]  and  Rrinoh  Hansen's  Distributed  Frocesse-  [&:.r73].  In 
contrast,  buffered  messages  allow  the  asyachronous  operation  of  uoth  senders 
and  receivers.  Examples  of  languages  using  this  form  of  cctiiiunlcation  are 
PLITS  [Feld79],  PRONET  [LeBlSi],  and  STARMOD  LCoo.^dOj. 

The  executive  conti  ol  la  required  to  provide  communi cation  primitives 
that  are  suitable  to  one  of  the  communication  techniques  discussec  above.  If 
the  basic  communication  system  utilizes  synchronized  comiruril cation,  both  tech¬ 
niques  can  be  easily  handled.  The  problem  with  this  approach  is  that  there  is 
extra  overhead  incurred  when  providing  the  ^icssagc  lufiering  technique. 
Alternatively,  if  the  basic  commuricalicn  system  utilizes  unaynoLit cnized  com¬ 
munication,  there  will  be  great  difficulty  in  i  eailziiig  a  s;  nchrotiiied  soj*a  of 
ccmmunicatlon. 

The  task  of  monitoring  processes  also  involves  responding  to  requests 
generated  by  the  executing  tasks.  These  may  be  either  requests  for  additional 
resources  (e.g.,  an  additional  file)  or  new  wor.-^  request?.  'f  i  he  i.ew  I'equest 
it  a  work  i'equest,  there  is  a  question  as  to  how  the  i.ew  set.  of  tasks  Is  to  be 
associated  with  the  existing  set  of  tasks.  The  new  set  could  either  be 
included  in  the  existing  task  graph  or  a  new  task  graph  couJd  be  constructed 
for  these  new  tasks.  ihe  i  oi  met  technique  -  licws  .ne  coiaponeut  making  the 
work  distribution  decision  ior  t..e  new  work  request  tv  cc:  sidci  t'a  ,iza- 
tion  cf  ether  resources  by  v  r.  .  Jhii  lat  ter  technique  may  not  allow 
such  a  situation  to  occur. 

3.6.6  Process  Termination 

When  a  process  terminates  some  cleanup  wo.  n  oiust  be  accotnp.' isned  (e.g., 
closing  files,  returning  memory  space,  and  dc.ietin.i  re  corns  c.oncerning  that 
process  from  the  executive  control’s  work  space).  in  auiition,  depending  on 
the  reason  for  termination  (nonnal  or  abnoi-inal ) ,  oth, f  oontro.t  •  ompoiionts  nay 
need  to  be  Informed  ol'  the  termination  In  the  .te  of  -  fall  ire,  the  task 
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graph  will  contain  the  information  needed  to  perform  cleanup  operations  (e.g., 
the  identities  of  the  processes  needing  information  concerning  the  failure). 
Both  the  nature  of  the  cleanup  and  the  identity  of  the  control  components  that 
must  be  informed  of  the  termination  are  determined  from  the  design  decisions 
chosen  for  monitoring  task  execution. 

3.6.7  EMBBXeg 

To  gain  a  better  appreciation  for  some  of  the  basic  issues  of  control  in 
an  FDPS,  it  is  useful  to  examine  several  examples  of  work  request  processing 
on  an  FDPS.  In  each  example,  emphasis  is  placed  on  the  operations  involved  in 
the  construction  of  task  graphs.  In  these  examples,  the  work  distribution 
decision  assigns  the  execution  of  processes  to  the  same  nodes  that  house  the 
files  containing  their  code.  The  concern  of  the  first  eight  examples  is  the 
impact  of  variations  in  work  requests  on  task  graph  construction.  In  these 
examples  the  various  parts  of  the  overall  task  graph  describing  the  complete 
work  request  are  stored  on  the  nodes  utilized  by  each  part.  The  last  thr<^e 
examples  examine  three  different  techniques  for  storing  the  task  graphs.  In 
the  examples  (Figures  13  to  23)  the  following  symbols  are  utilized: 

[  ]  visible  external  referenceCs) 

{  )  embedded  external  referenceCs ) 

(n)A  responsibility  for  A  delegated  from  node  n 

A(n)  responsibility  for  A  delegated  to  node  n 

a— >b  IPC  from  process  a  to  process  b 

A,B,...  uppercase  letters  indicate  command  files 

a,b,...  lowercase  letters  indicate  executable  files 

u,v,w,x,y,z  indicate  data  files 

The  first  example  (Figure  13)  consists  of  a  simple  request  in  which  all 

external  references  are  visible  and  ail  required  files  are  present  on  the 
source  node,  the  node  where  the  original  request  arrived.  Because  the 
references  are  visible,  the  entire  task  graph  can  be  completed  in  one  step. 
The  second  example  (Figure  14)  is  similar  to  the  first  except  that  there  is  a 
chained  reference  utilizing  a  command  file.  Again,  because  all  external 
references  are  visible  oefore  execution,  the  entire  task  graph  can  be  com¬ 
pleted  in  one  step.  This  work  request  can  be  processed  in  an  alternate  manner 
as  shown  by  the  third  exa  :i le  (Figure  15)  where  references  are  located  and 
linked  in  a  piecemeal  fashion,  perhaps  as  the  executable  files  are  invoked  by 
the  sequence  of  commands  in  the  command  file.  Example  4  (Figure  16)  adds  a 
slight  variation  by  introducing  an  explicit  Interprocess  communication  (IPC) 
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definition.  The  task  graph  can  still  be  constructed  in  one  step  because  all 
references  are  visible. 

The  next  series  of  examples  consider  the  impact  of  locating  resources  on 
nodes  other  than  the  source  node.  In  example  5  (Figure  17),  all  the 
referenced  resources  reside  on  a  single  node  other  than  the  source  node  with 
the  exception  of  one  resource  that  has  redundant  copies  on  two  different 
r.raer.  Because  the  resources  are  not  on  the  source  node,  negotiation  is 
required  to  transfer  responsibility  for  a  piece  of  the  task  graph.  In 
addition,  because  there  is  a  resource  with  two  redundant  copies,  a  decision  as 
to  which  to  utilize  must  be  made  and  a  negotiation  must  occur  to  transfer 
responsibility.  Example  6  (Figure  18)  is  similar  to  example  5  and 
demonstrates  the  impact  of  IPC  across  nodes. 

The  effect  of  embedded  references  is  demonstrated  in  examples  7  and  8. 
In  example  7  (Figure  19),  all  resources  reside  on  the  source  node.  Multiple 
steps  are  required  to  construct  the  task  graph  because  all  of  the  resources 
are  not  visible  and  thus  cannot  be  identified  until  after  execution  has 
progressed  to  the  point  where  the  references  are  encountered.  Example  8 
(Figure  20)  is  slightly  more  complex  with  resources  spread  over  multiple 
nodes.  Again  multiple  steps  are  required  because  parts  of  the  task  graph  can¬ 
not  be  constructed  until  they  are  referenced  during  execution.  With  resources 
distributed  on  different  nodes,  negotiations  to  assign  and  accept 
responsibility  must  occur. 

The  last  three  examples  demonstrate  three  different  techniques  for  stor¬ 
ing  task  graphs.  In  each  example  the  same  work  request  is  utilized.  This 
request  has  all  visible  references  to  resources  distributed  over  multiple 
nodes.  Ir  the  first  eight  examples  and  example  9  (Figure  21),  the  parts  of 
the  overall  task  graph  are  stored  on  the  nodes  executing  the  "root"  or 
"subroot"  process.  In  addition,  each  subgraph  contains  a  small  portion  of 
Information  linking  it  to  the  rest  of  the  overall  task  graph.  Example  10 
(Figure  22)  maintains  these  subgraphs  on  the  processing  nodes  while  maintain¬ 
ing  a  complete  task  graph  at  the  source  node.  Example  11  (Figure  23) 
maintains  complete  task  graphs  at  all  nodes  where  any  processing  of  the  work 
request  occurs.  The  motivation  for  the  last  two  techniques  in  which  a  large 
amount  of  redundant  information  is  maintained  is  to  enhance  the  ability  to 
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Figure  13.  Example  1 


Georgia  Institute  of  Technology 


FDPS  Control 


Section  3 


FUNDAHENTAL  CHARACTERISTICS  OF  FDPS  CONTROL 


Page  45 


m  mn  k  8t»  0 


T4ak  Orapli  NalaUlMd 
k%  Thia  104# 


Loaai  laaearaaa 

A  (a.A]  a  (a] 

4  if,k}  I  7  t 


Taak  Oraph  MaiataloaA 
At  Thia  Soda 


f.aaal  taaaafaaa 


■oda  a 


sm  t 


Taak  Oraph  Nalataiaad 
At  Tkla  loda 

A 

/  \ 

o  d 

t  /  \ 

*  7  • 


looal  Kaaoufoaa 
A  (a»d]  a  ti) 

d  t7»»J  •  7  • 


»oda  1 

(8oHroa  of  ■aauaat) 


Taak  Orapk  Malatalaad 
At  TUa  ioda 


ioda  a 


( 

I  taak  Orapk  Nalatalaad 
{  it  Tkia  Veda 


■oda  3 


Taak  Orapk  Nalatalaad 
At  Thia  Noda 


■oda  t 


Taak  Orapk  Nalatalaad 
At  Thia  Ioda 


■oda  3 


Taak  Orapk  Nalatalwd 
At  Thia  Pad# 


Loaal  laaDaraRa 


Ioda  A 


OasMotai 

A  aiapla  raqaaot  laaolaiac  a  aoMuid  fUa  that 
apaairiao  tka  laaoaatlaa  of  too  aaaavtabla  fUaa, 


Coaaaatai 

Tka  taak  p^pk  la  aipaadad  aa  auoh  aa  poaalkla  (la 
tkla  aaaa,  aakpXatalp)  kaTaPo  mf  aaaaatlaa  la  bagua. 


Figure  14.  Example  2 
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Figure  15.  Example  3 
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Figure  16.  Example  4 
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Figure  17.  Example  5 
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Figure  18.  Example  6 
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recover  from  failures. 

Having  studied  tbe  construction  of  task  graphs  In  a  broad  sense,  It  Is 
appropriate  to  examine  the  details  of  the  task  of  processing  a  work  request. 
This  is  illustrated  In  two  figures.  Figure  24  outlines  the  basic  steps 
involved  in  work  request  processing  utilizing  a  particular  control  strategy. 
A  local  search  is  first  made  for  resources,  and  a  global  search  is  performed 
only  if  necessary.  An  example  of  the  use  of  this  strategy  for  processing  the 
work  request  from  example  6  (Figure  18)  Is  presented  in  Figure  25.  This  exam¬ 
ple  demonstrates  how  the  task  graph  is  progressively  constructed  as  informa¬ 
tion  is  obtained. 
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Figure  19*  Example  7 


Georgia  Institute  of  Technology 


FDPS  Control 


Page  52 


FONDANBNTAL  CHARACTERISTICS  OF  PDFS  CONTROL 


Section  3 


Taak  trapk  NilsulaM 

At  TUa  M* 


tMeWAAA 

A(b](e)  b(B.r] 

s  t 


(Senra*  af  BaoMai) 


Taak  anp*  MatelaaA 
At  Thla  Mg 


rack  Opgpk  NilatalM 
At  ma  Ma 


Taak  ara»»  MalaAM 
At  TUa  Ma 


Thia  ragaaat  kaa  aabaMaA  rafaraaaaa,  aafaraa 

to  tfletriawiag  reaauraaa,  aag  a  refer aaaa  Aa  < 
reaauraa  that  la  aealiabU  at  tae  laaaUaaa. 
Plrat  tiM  flaiUa  pertiaa  af  tka  taafe 
ia  aspaaM. 


ateaaeeeeaeeeeeeaaeeeetaeeaeaaaaaaeaaeeeaaeoeeaaeeeeaaaaaaaai 


Teak  Orapk  Wat  at  AIM 

At  ma  Ma 


I  \ 

k  a(E.ST) 
/  > 

a  r 


A(k]|a)  bCa.vl 
>  r 


Taak  Orapk  Hautaiai 
At  ma  Ma 


Taak  Qrapk  NaiataiM 
At  ma  Ma 


Talk  Mpk  Natatai 
At  ma  Ma 


taak  Orapk  Naiatalai 
At  ma  Ma 


(Aaaraa  af  BaMak) 


Taak  Bmpk  MatalaaA 
At  ma  Bake 


Taak  Orapk  Matkia 
At  ma  Bake 


After  aaaaatlaa  haa  k^aa»  tka  rafai 
a  la  aaeaiiatarak. 


aaaaaaateaaaaaeeeaeaeeeeeeeeeeeeeeeeaeaeeeteeeaaaaeaaaaeaaae 


*  Orapk  Malataiaak 
At  ma  Bake 


/  \ 

k  a(» 

/  \ 

a  r 


ACkJIal  k(»,p) 
■  r 


Taak  Orapa  Naiatalai 

At  ma  Baka 


Taak  krapk  Naiatalai 
At  ma  Baka 


BaaiaaelkUlty  far  a  U  kalai 
aai  tka  iMk  trM  U  aMlaf 


Figure  20.  Exaaple  8 


Georgia  Institute  of  Technology 


FDPS  Control 


! 


Section  3 


FUNDAMENTAL  CHARACTERISTICS  OF  FDPS  CONTROL 


TMk  Ormp*  MaiaUlai 

At  ma  M* 


TMk  Orapfe  MlataAa 
it  TUa  Ma 


1  -  - 

1  k  (a, a] 

Ma  2 

I  Taak  Or«pk  Naiataia 
it  Tbia  Ma 


Loeai  lai 
!  «  (Tl 


Tbla  raquMt  bM  aXl  vlaAbla  rafarMaai 
tba  rtfareaoaa  Mf  tfiatrlbatai  aa  ail  i 


•eeaeaeaeeeeeaeeeeMceeaeateeeeeeeeaaeeeeaeeaaaeaataaaaaaaaat 


I 

I  TM  Orapk  MaialM 


I 


it  Thia  I 


M2) 


i  Ck] 


Taak  Orafb  Matalaai 
it  Tbia  Ma 

'’}*x 

a(3T)  a(«t} 


1  1^1  -  ■  - 

1  k  (a.il 

MaaMtkllltT  far  »  la  aaaaatai  kr  aa4a  I. 
fUaa  a  aai  a  ara  laaatai  mt  aaapaaaiMiitf  I 

taatatlvalr  t 


rua  k  U  laaatM  aa  bM  2  aai  a  taatatiaa 
aala«atlaa  af  raa«eaalkillt|  la  aa4a  ta  aaM  t. 


>aaaaaaaaaaaaaaee**»a«t*a«aaae*eeee*MM*aa**aaa**aaaaaaaaaat 


I  Taak  Oraik  Wkl  atai  lai  I 
it  Tbia  Ma 


(l>k 
/  \ 

a<S)  Mi) 


k  [a.B] 


1  1 

1  Taak  Orapk  Mstaiaa«  1 

1  1 

t  Taak  Orafk  Matalaaa  1 

a 

a 

t  1 

1  TaM  M|k  Matalaai  t 

1 

1 

Taak  Mpk  MatalM  1 

1  it  TUa  Ma  1 

1  it  Tkia  Ma  1 

a 

I  it  TUa  Ma  t 

1 

it  TWa  Ma  1 

I  (TT)a  1 

1  (fT)8  1 

a 

1  (t>a  1 

1 

(t)B  ) 

1  1 

i  i 

1  1 

1  1 

1  1 

1  1 

1  t 

1  \ 

1  1 

1  1 

a 

a 

a 

a 

a 

1  7  t 

1  1 

1  1 

1  1 

1  1 

J 

1 

1 

i 

\ 

1 1  ‘  r 

1  •  (rl  1 

1  t  t 

a 

1  a  If)'*  \ 

1 

a  1 

>  f  1 

1  1 

1  1 

1  1 

a 

a 

1  f  1 

1 _  t 

1 

Maa  9  aai  i  aaaapt  paapaaalkUltr  Tar  a  M  i 
•aUvair  M  Ika  ^apk 
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Figure  2M.  Basic  Steps  in  Work  Request  Processing 
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SBCTZOM  4 

EXAMPLE  CONTROL  MODELS 

In  this  chapter  six  different  control  models  are  presented.  Pseudo  code 
descriptions  of  these  models  appear  In  the  Appendix.  The  models,  named 
XFDPS.1,  XFDPS.2,  XFDPS.3,  XFDPS.4,  XFDPS.5,  and  XFDPS.6  respectively, 
d  i’cnstrate  a  wide  variety  of  control  strategies. 

The  first  model  partitions  the  system's  resources  and  manages  each 
partition  separately.  A  global  search  Is  performed  in  order  to  obtain  resour¬ 
ces  for  each  service  request.  A  centralized  directory  of  all  resources  is 
utilized  In  the  second  model.  All  service  requests  are  handled  by  the  control 
component  on  the  node  housing  the  central  directory.  The  third  model  is 
similar  to  the  first  differing  only  in  the  strategy  employed  to  search  for 
resources.  In  the  third  model,  a  local  search  is  performed  first,  and  a 
global  search  is  utilized  only  if  the  local  search  fails  to  provide  the  neces¬ 
sary  resources.  Multiple  redundant  directories  are  maintained  by  the  fourth 
model.  Control  components  on  each  node  are  activated  in  a  serial  fashion  in 
order  to  control  the  allocation  and  deallocation  of  resources.  This  strategy 
is  similar  to  that  employed  in  the  ARAMIS  Distributed  Computer  System.  Model 
five  is  similar  to  the  first  model  but  utilizes  a  different  scheme  for  reserv¬ 
ing  resources.  The  reservation  is  made  following  the  work  distribution  and 
resource  allocation  decision.  Model  six  investigates  the  effects  of  maintain¬ 
ing  the  task  graph  as  a  partitioned  unit  residing  on  multiple  nodes  rather 
than  as  a  single  monolithic  data  structure. 

All  of  the  models  presented  in  this  chapter  are  basically  a  variation  of 
the  first  model.  Therefore,  a  detailed  description  of  model  XFDPS.1  is 
presented  while  the  presentation  of  the  remaining  models  explains  only  how 
they  differ  from  the  first  model.  There  is  a  complete  pseudo  code  description 
of  model  XFDPS.1  in  the  Appendix.  The  remaining  models  are  presented  by  show¬ 
ing  that  portion  of  the  code  for  the  model  that  differs  from  that  for  model 
XFDPS.1. 

4.1  ihft  mss.l  SoaHrsX  MoArI 

The  XFDPS.1  control  model  was  first  defined  in  [SapoSO]  and  further 
refined  in  [EnslSla]  and  [EnslSlb].  With  the  aid  of  a  simulation  .  '.vironment, 
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a  more  thorough  definition  of  this  model  has  been  realized.  The  XFDPS.1  model 
Is  composed  of  six  types  of  components:  TASK  SET  MANAGERS,  FILE  SYSTEM 
MANAGERS,  FILE  SET  MANAGERS,  PROCESSOR  UTILIZATION  MANAGERS,  PROCESSOR 
UTILIZATION  MONITORS,  and  PROCESS  MANAGERS.  (See  Figure  26.)  The  basic 
strategy  of  this  model  of  control  is  to  partition  the  system's  resources  and 
assign  separate  components  to  manage  each  partition. 

4.1.1  Task  Set  Manager 

A  TASK  SET  MANAGER  Is  assigned  to  each  user  terminal  and  to  each  execut¬ 
ing  command  file.  The  name  TASK  SET  MANAGER  results  from  the  nature  of  user 
work  requests,  which  originate  from  user  terminals  and  command  files.  The 
work  requests  specify  task  sets  which  contain  one  or  more  executable  files 
called  tasks  (these  contain  either  object  code  or  commands)  and  any  Input  or 
output  files  used  by  the  tasks.  It  is  possible  for  the  tasks  of  a  work 
request  to  communicate,  and  this  communication  (task  connectivity)  is  also 
described  In  the  work  request.  Therefore,  each  work  request  specifies  a  set 
of  tasks  to  be  performed,  and  it  is  the  Job  of  the  TASK  SET  MANAGER  to  control 
the  execution  of  that  set  of  tasks. 

When  a  work  request  arrives,  the  TASK  SET  MANAGER  parses  the  work 
request  and  Initiates  construction  of  the  task  graph.  In  XFDPS.1  only  a 
single  copy  of  the  task  graph  is  maintained.  This  copy  is  stored  at  the  node 
where  the  TASK  SET  MANAGER  for  the  work  request  resides.  At  this  stage  of 
work  request  processing,  the  task  graph  contains  only  the  initial  resource 
requirements  for  the  work  request;  i.e.,  that  information  obtained  from  the 
work  request  itself. 

The  next  step  Involves  sending  a  message  to  the  FILE  SYSTEM  MANAGER 
residing  on  the  same  node  as  the  TASK  SET  MANAGER  requesting  file  availability 
information  concerning  the  files  needpd.  by  this  work  request.  A  message  is 
also  sent  to  the  PROCESSOR  UTILIZATION  MANAGER  residing  on  the  same  node  as 
the  TASK  SET  MANAGER  requesting  processor  utilization  information.  This 
includes  the  latest  utilization  information  that  this  particular  node  has 
obtained  from  all  other  nodes. 

When  the  file  availability  information  and  processor  utilization 
information  arrive,  a  work  distribution  and  resource  allocation  decision  is 
made  by  the  TASK  SET  MANAGER.  At  this  point  specific  files  are  chosen  from 
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Figure  26.  The  XFDPS.1  Model  of  Control 
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the  list  of  files  found  available  and  specific  processors  are  chosen  as  sites 
for  the  execution  of  the  various  tasks  of  the  work  request’s  task  set.  It  Is 
anticipated  that  the  performance  of  the  overall  system  as  well  as  the 
Individual  work  requests  will  be  affected  by  the  nature  of  the  resource 
allocation  and  work  distribution  decision,  but  this  topic  will  not  be 
Investigated  In  this  dissertation  (see  [Chu80,  Shar8l,  Ston78]  for  work  in 
this  area);  instead,  all  experiments  use  a  single  strategy  In  which  a  process 
Is  assigned  to  execute  on  the  same  node  that  Its  object  code  resides.  Data 
files  are  not  moved  either  but  accessed  from  the  node  on  which  they  originally 
resided. 

Once  the  allocation  decision  Is  made,  a  request  for  the  locking  of  the 
chosen  files  Is  sent  by  the  TASK  SET  MANAGER  to  the  FILE  SYSTEM  MANAGER  resid¬ 
ing  on  the  same  node  as  the  TASK  SET  MANAGER.  The  desired  type  of  access 
(READ  or  WRITE)  is  also  passed  with  the  lock  request.  Multiple  readers  are 
permitted,  but  readers  are  denied  access  to  files  already  locked  for  writing, 
and  writers  are  denied  access  to  files  locked  for  reading  or  writing.  If  the 
FILE  SYSTEM  MANAGER  informs  the  TASK  SET  MANAGER  that  all  the  desired  files 
have  been  successfully  locked,  execution  of  the  work  request  can  be  initiated. 
If  the  locking  operation  is  not  successful,  the  work  request  is  aborted,  and 
the  necessary  cleanup  operations  are  performed.  The  next  step  after  success¬ 
ful  file  allocation  is  to  send  a  series  of  messages  to  the  PROCESS  MANAGERS  on 
the  various  nodes  that  have  been  chosen  to  execute  the  tasks  of  the  task  set 
Informing  them  that  they  are  to  execute  a  specific  subset  of  tasks. 

When  a  task  terminates.  Its  PROCESS  MANAGER  reports  back  to  the  TASK  SET 
MANAGER  and  Indicates  the  reason  for  the  termination  (normal  or  abnormal). 
When  an  Indication  of  an  abnormal  termination  is  received,  the  remaining 
active  tasks  of  the  task  set  are  terminated. 

After  all  tasks  of  a  task  set  have  terminated,  one  of  three  possible 
actions  occurs.  If  the  source  of  commands  is  a  user  terminal,  the  user  is 
prompted  for  a  new  command.  If  the  source  of  commands  is  a  command  file,  the 
next  command  is  obtained.  Finally,  if  the  source  is  a  command  file  and  all 
the  commands  have  been  executed,  the  TASK  SET  MANAGER  is  deactivated  and  the 
PROCESS  MANAGER  on  the  node  where  the  command  file  was  being  executed  is 
informed  of  the  termination  of  the  command  file. 
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4.1.2  Pile  Syataa  Maniigar 

Replicated  on  each  node  of  the  ayatem  la  a  component  called  the  FILE 
SYSTEM  MANAGER.  This  module  handles  the  file  system  requests  from  all  of  the 
TASK  SET  MANAGERS  Including  requests  for  file  availability  Information  and 
requests  to  lock  or  release  files.  FILE  SYSTEM  MANAGERS  do  not  possess  any 
directory  Information.  Therefore,  to  locate  a  file  it  is  necessary  that  all 
aodes  be  queried  as  to  the  availability  of  the  file. 

The  FILE  SYSTEM  MANAGER  satisfies  the  requests  by  consulting  with  the 
FILE  SET  MANAGERS  located  on  each  node  of  the  system.  For  example,  when  the 
FILE  SYSTEM  MANAGER  receives  a  request  for  file  availability  Information,  mes¬ 
sages  are  prepared  and  sent  to  all  FILE  SET  MANAGERS.  The  FILE  SYSTEM  MANAGER 
collects  the  responses,  and  when  responses  from  all  FILE  SET  MANAGERS  have 
been  obtained,  It  reports  the  results  to  the  TASK  SET  MANAGER  that  made  the 
request.  Requests  for  the  locking  or  releasing  of  files  are  h2UQdled  In  a 
similar  manner. 

4.1.3  ULLfi  ^ 

The  files  residing  on  each  node  of  the  system  are  managed  separately 
from  the  files  on  other  nodes  by  a  FILE  SET  MANAGER  that  Is  dedicated  to 
managing  that  set  of  flies.  The  duties  of  the  FILE  SET  MANAGER  include 
providing  file  availability  Information  to  inquiring  FILE  SYSTEM  MANAGERS  and 
reserving,  locking,  £md  releasing  files  as  requested  by  FILE  SYSTQ1  MANAGERS. 
It  should  be  noted  that  a  side  effect  of  gathering  file  availability  informa¬ 
tion  is  the  placement  of  a  reservation  on  a  file  that  Is  found  to  be 
available. 

4.1.4  Prooeaaor  Otlllzatlon  ManAger 

Also  present  on  each  node  Is  another  component  of  the  executive  control, 
the  PROCESSOR  UTILIZATION  MANAGER.  This  module  Is  assigned  the  task  of  col¬ 
lecting  and  storing  processor  utilization  information,  which  Is  obtained  from 
the  PROCESSOR  UTILIZATION  MONITORS  residing  on  each  of  the  nodes.  When  a  TASK 
SET  MANAGER  asks  the  PROCESSOR  UTILIZATION  MANAGER  for  utilization 
information,  the  PROCESSOR  UTILIZATION  MANAGER  responds  with  the  data 
available  at  the  time  of  the  query. 
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4.1.5  Prooeaflor  Dtlllzatloa  Monitor 

Each  node  of  the  system  also  has  a  PROCESSOR  UTILIZATION  MONITOR  that  is 
responsible  for  collecting  various  measurements  needed  to  arrive  at  a  value 
describing  the  current  utilization  of  the  processor  on  which  the  PROCESSOR 
UTILIZATION  MONITOR  resides.  The  processor  utilization  value  is  periodically 
transmitted  to  the  PROCESSOR  UTILIZATION  MANAGERS  on  all  nodes. 

4.1.6  Process  Manager 

Residing  on  each  node  of  the  system  is  a  PROCESS  MANAGER  whose  function 
is  to  supervise  the  execution  of  processes  executing  on  the  node  on  which  it 
resides.  The  PROCESS  MANAGER  is  responsible  for  activating  and  deactivating 
processes.  If  the  execution  file  for  a  process  is  an  object  file,  the  PROCESS 
MANAGER  will  load  the  object  file  into  memory.  This  file  may  reside  either 
locally  or  on  a  distant  node.  If  the  execution  file  is  a  command  file,  the 
PROCESS  MANAGER  sees  that  a  TASK  SET  MANAGER  is  activated  to  respond  to  the 
commands  of  that  command  file.  The  PROCESS  MANAGER  is  also  responsible  for 
handling  process  termination,  which  involves  releasing  local  resources  held  by 
the  process  and  informing  the  TASK  SET  MANAGER  that  requested  the  execution  of 
the  process  as  to  the  termination  of  the  process. 

4.1.7  ZlLft  Frflttflfla 

In  order  to  provide  file  access  in  a  manner  that  is  uniform  with  the 
operation  of  the  rest  of  the  system,  another  type  of  control  process  called  a 
FILE  PROCESS  is  utilized.  An  Instance  of  a  FILE  PROCESS  is  created  for  each 
user  of  a  file.  Therefore,  if  process  ’A’  is  accessing  file  'X'  and  process 
•B'  is  also  accessing  fils  'X',  there  will  be  two  instances  of  a  FILE  PROCESS, 
each  responsible  for  a  particular  access  to  file  'X'.  Communication  between 
FILE  PROCESSes  and  user  processes  (file  reads  and  writes)  or  between  FILE 
PROCESSes  and  PROCESS  MANAGERS  (loading  of  object  programs)  is  handled  in  the 
same  manner  as  communication  between  user  processes. 

4.2  IbfiL  XFDPS.2  Control  Model 

The  XFDPS.2  model  of  control  differs  from  the  XFDPS.1  model  in  the  man¬ 
ner  in  which  file  management  is  conducted.  In  this  model  a  centralized  direc¬ 
tory  is  maintained.  In  the  Appendix  the  component  named  FILE  SYSTEM  MANAGER 
maintains  this  directory.  This  component  resides  on  only  one  node,  the  node 
where  the  file  system  directory  is  maintained.  TASK  SET  MANAGERS  communicate 
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directly  with  this  component  In  order  to  gain  availability  Information,  lock 
files,  or  release  files. 

When  a  file  Is  locked,  It  Is  necessary  to  create  a  FILE  PROCESS  In  order 
to  provide  access  to  the  file.  To  accomplish  this  task,  the  FILE  SYSTEM 
MANAGER  sends  a  message  to  the  node  where  the  file  resides  recioestlng  activa¬ 
tion  of  a  FILE  PROCESS  providing  access  to  the  file.  Once  this  process  ' 
created,  the  FILE  SYSTEM  MANAGER  Is  given  the  name  of  the  FILE  wi.lch 
It  then  returns  to  the  TASK  SET  MANAGER  that  requested  the  file  lock. 

4.3  Ibft  mtS.l  Control  liodsl. 

In  the  XFDPS.1  model  of  control  a  search  for  file  availability  informa¬ 
tion  encompassing  all  nodes  Is  -conducted  for  each  work  request.  Obtaining 
this  global  Information  Is  Important  when  one  Is  attempting  to  obtain  optimal 
resource  allocations.  In  those  Instances  where  this  is  not  important,  a 
slight  variation  on  the  search  strategy  may  be  utilized.  This  strategy  Is  the 
distinguishing  feature  of  the  XFDPS.3  model  of  control. 

Instead  of  Immediately  embarking  on  a  global  search,  a  search  of  local 
resources  (l.e.,  resources  that  reside  on  the  same  node  where  the  work  request 
originated)  Is  conducted.  If  all  of  the  required  resources  are  located,  no 
further  searches  are  conducted,  and  the  operations  of  locking  files,  activat¬ 
ing  process,  etc.,  described  for  model  XFDPS.1,  are  executed.  If  on  the  other 
hand  all  required  resources  could  not  be  found,  the  strategy  of  model  XFDPS.1 
Is  utilized. 

4.4  The  XFDPS.4  Control  Model 

The  XFDPS.4  model  of  control  utilizes  a  file  management  strategy  similar 
to  that  of  the  ARAMIS  Distributed  Computer  System  in  which  multiple  redundant 
file  system  directories  are  maintained  on  all  nodes  of  the  system.  (Since 
detailed  information  about  the  system  described  in  [Caba79a,b]  is  not 
available,  model  XFDPS.4  cannot  be  claimed  to  be  an  accurate  model  of  the 
ARAMIS  system.) 

To  preserve  the  consistency  of  the  redundant  copies  of  the  file  system 
directory  and  to  provide  mutually  exclusive  access  to  resources,  the  following 
steps  are  taken.  A  control  message,  the  control  vector  (CV),  Is  passed  from 
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node  to  node  according  to  a  predetermined  ordering  of  the  nodes.  The  holder 
of  the  CV  CM  either  release,  reserve,  or  lock  files.  Therefore,  each  node 
collects  file  system  requests  and  waits  for  the  CV  to  arrive.  Once  in  posses¬ 
sion  of  the  CV,  a  node  can  perform  the  actions  necessary  to  fulfill  the 
requests  It  has  collected. 

The  modifications  to  the  file  system  directory  are  then  placed  into  a 
message  called  the  update  vector  (UPV)  which  Is  passed  to  all  nodes  in  order 
to  bring  all  copies  of  the  file  system  directory  into  a  consistent  state. 
When  the  UPV  returns  to  the  node  holding  the  CV,  all  updates  have  been  recor¬ 
ded,  and  the  CV  can  be  sent  on  to  the  next  node. 

4.5  Ibft  IEQ£&.5.  Control  Model 

In  the  XFDPS.5  model,  files  are  not  reserved  when  the  initial 
availability  request  is  made,  and  they  are  locked  only  after  the  work 
distribution  and  resource  allocation  decision  has  been  made.  This  strategy 
leads  to  the  possibility  of  generating  an  allocation  plan  that  is  impossible 
to  carry  out  if  a  file  chosen  for  allocation  has  been  given  to  another  process 
during  the  interval  In  which  the  resource  allocation  decision  is  made.  In  the 
previous  models  the  executive  control  is  assured  of  an  allocation  being  accep¬ 
ted,  assuming  no  component  fails. 

4.6  The  IFDPS. 6  Control  Model 

In  the  XFDPS.1  model  the  task  graph  for  a  particular  work  request  is 
maintained  as  a  single  unit  and  stored  on  only  one  node,  the  node  at  which  the 
work  request  originates.  The  XFDPS.6  model  of  control  utilizes  a  slightly 
different  strategy.  The  task  graph  is  constructed  on  a  single  node,  but  once 
a  work  distribution  and  resource  allocation  decision  has  been  made,  portions 
of  the  task  graph  are  sent  to  various  nodes.  Specifically,  those  nodes  chosen 
to  execute  the  various  tasks  of  the  task  graph  are  given  that  portion  of  the 
task  graph  for  which  they  are  responsible.  Each  node  must  activate  the  tasks 
assigned  to  it  and  collect  termination  information  concerning  those  tasks. 
When  all  tasks  assigned  to  a  particular  node  have  terminated,  the  node  where 
the  work  request  originally  arrived  is  informed  of  their  termination.  One  can 
view  this  strategy  as  a  two-level  hierarchy. 
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THE  METHOD  OF  PERFORMANCE  ANALYSIS 

In  order  to  obtain  quantitative  information  concerning  the  relative  per¬ 
formance  of  the  various  models  of  control,  simulation  experiments  were  conduc¬ 
ted.  The  goals  of  these  experiments  were  to  validate  the  models  of  control 
described  in  Chapter  IV  and  gather  data  on  their  relative  perf onsat  lu 
order  to  be  able  to  express  the  differences  between  the  various  models,  it  was 
necessary  that  the  simulator  provide  for  the  specification  of  relatively  low 
level  features  of  the  control  models. 

The  goals  described  above  necessitate  the  establishment  of  several 
requirements  for  the  simulator.  In  order  to  handle  low  level  control  problems 
and  document  solutions  to  these  problems,  the  control  models  must  be  defined 
In  a  language  capable  of  clearly  expressing  the  level  of  detail  required  at 
this  stage  of  design.  Because  a  number  of  models  are  to  be  tested,  It  Is 
Important  that  the  coding  effort  required  to  describe  these  different  models 
be  jl.ilmlzed. 

It  Is  expected  that  the  architecture  of  the  network  as  well  as  that  of 
Individual  nodes  In  the  network  will  affect  the  relative  performance  of 
various  control  models.  Therefore,  It  Is  also  Important  to  be  able  to  easily 
modify  various  eU’chltectural  attributes.  This  includes  network  connectivity, 
network  link  capacities,  and  the  capacities  and  processing  speeds  of  the 
Individual  nodes  of  the  network. 

Validation  of  control  models  Is  one  of  the  primary  goals  of  the  simula¬ 
tion  studies.  To  achieve  this  goal  the  simulator  must  provide  the  ability  to 
establish  specific  system  states.  In  other  words,  specific  detailed  Instances 
of  work  requests  need  to  be  constructed  along  with  the  establishment  of 
specific  resource  states  (e.g. ,  one  must  be  able  to  set  up  a  series  of  files 
In  specific  locations).  These  capabilities  allow  one  to  exercise  specific 
features  of  the  control  models. 

The  simulation  studies  also  provide  performance  Information.  The 
simulator  must  utilize  a  technique  for  generating  work  requests  reflecting 
specific  distributions.  It  also  needs  to  collect  a  variety  of  performance 
measurements  and  generate  appropriate  statistical  results. 
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5.1  Ihft  SinuAfttor 

Existing  simulators  such  as  the  Distributed  System  Simulator  [0ufio6l]  do 
not  provide  the  necessary  facilities  to  support  the  study  of  executive  control 
characteristics  as  is  required  for  this  work.  Therefore,  it  was  necessary  to 
construct  an  origninal  simulator  which  would  provide  the  experimenter  with  the 
ability  to  examine  the  behavior  of  different  control  models.  The  simulator  is 
event  based  and  programmed  in  Pascal.  (The  programming  language  Pascal  was 
selected  over  other  languages  designed  for  simulation  work  because  of  its 
availability.)  The  simulator  simulates  the  hardware  components  of  an  FDPS, 
functions  typically  provided  by  local  operating  systems,  functions  provided  by 
a  distributed  and  decentralized  control,  and  the  load  placed  upon  the  system 
by  users  attached  to  the  system  through  terminals. 

5.1.1  AfChltfifttUTfl  SJLnuJLfltfid 

The  hardware  organization  that  is  simulated  for  each  node  is  depicted  in 
Figure  27.  The  complete  system  consists  of  a  number  of  nodes  connected  by 
half-duplex  communication  links.  Full-duplex  links  are  simulated  by  two  half¬ 
duplex  links.  Each  node  contains  a  CPU,  a  communications  controller,  and, 
perhaps,  a  number  of  disks.  Connected  to  each  node  are  a  number  of  user 
terminals.  The  disk  simulation  is  such  that  no  actual  information  is  stored; 
only  the  delays  experienced  in  performing  disk  input/output  are  considered. 
Also,  user  interprocess  communication  (IPC)  is  simulated  with  time  delays  but 
no  exchange  of  real  data  takes  place.  However,  IPC  between  components  of  the 
executive  control  involves  both  simulation  of  the  time  delays  involved  in  mes¬ 
sage  transfer  and  the  actual  transfer  of  control  information  to  another 
simulated  node. 

5.1.2  Local  Operating  Svatem 

Components  typically  found  in  local  operating  systems  are  also 
simulated.  These  Include  the  dispatcher  and  the  device  drivers.  The  local 
operating  systems  are  multitasking  systems  with  each  node  capable  of  utilizing 
a  different  time  slice.  User  processes  are  serviced  in  a  first  come  first 
served  manner  and  can  be  Interrupted  for  any  of  the  following  reasons:  1)  a 
control  process  needs  to  execute  (user  process  is  delayed  until  the  control 
process  releases  the  processor),  2)  the  user  process  exhausts  its  time  slice 
(user  process  is  placed  at  the  end  of  the  READY  QUEUE),  3)  the  user  process 
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Figure  27.  The  Architecture  Supported  by  the  Simulator  for  Each  Node 


attempts  to  send  or  receive  a  message  (user  process  is  placed  on  the  MESSAGE 
BLOCKED  QGEUE),  or  4)  the  user  process  terminates. 

The  processes  serviced  by  the  simulator  are  capable  of  performing  the 
following  actions;  compute,  send  a  message,  receive  a  message,  or  terminate. 
A  process  can  access  a  file  by  communicating  with  a  FILE  PROCESS  which  is 
activated  for  the  specific  purpose  of  providing  access  to  the  file  for  this 
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proceas.  FILE  PROCESSes  are  the  only  processes  that  initiate  any  disk 
activity.  As  far  as  a  user  process  is  concerned,  a  file  access  functions  Just 
like  a  communication  with  another  process. 

The  following  process  queues  are  maintained:  READY  QUEUE,  DISK  WAITING 
QUEUE,  and  MESSAGE  BLOCKED  QUEUE.  (See  Figure  28.)  A  newly  activated  process 
is  placed  in  the  READY  QUEUE.  The  DISPATCHER  selects  a  process  from  the  READY 
QUEUE  to  run  on  the  CPU.  If  the  running  process  exhausts  its  time  slice,  it 
is  returned  to  the  READY  QUEUE.  If  it  attempts  to  either  send  or  receive  a 
message,  it  is  placed  in  the  MESSAGE  BLOCKED  QUEUE  where  it  remains  until 
either  the  message  is  placed  in  the  proper  link  queue  (send  operation)  or  a 
message  is  received  (receive  operation).  After  leaving  the  MESSAGE  BLOCKED 
QUEUE,  a  process  returns  to  the  READY  QUEUE. 

The  only  processes  capable  of  performing  disk  input/output  on  the 
simulator  are  FILE  PROCESSes.  These  are  executive  control  processes  that  are 
assigned  to  provide  access  to  the  files  of  the  file  system.  When  a  file 
process  attempts  a  disk  access,  it  is  blocked  and  placed  in  the  DISK  WAITING 
QUEUE  for  processes  waiting  to  access  that  same  disk.  As  the  disk  requests 
are  satisfied,  these  processes  are  returned  to  the  READY  QUEUE. 

5.1.3  llaaaasft  SY.fl.t.flBi 

The  coumunication  system  consists  of  a  series  of  half-duplex  connections 
between  pairs  of  nodes.  Messages  are  transmitted  using  a  store-and-forward 
method.  Messages  received  at  intermediate  nodes  in  a  path  are  stored  and  for¬ 
warded  to  the  next  node  at  a  time  dictated  by  the  communication  policy  being 
utilized.  For  example,  the  policy  may  require  that  the  new  message  be  placed 
at  the  end  of  the  queue  of  all  messages  to  be  transmitted  on  a  particular 
link.  (This  is  the  policy  utilized  in  all  experiments  described  in  this  dis¬ 
sertation.  ) 

The  message  queues  available  on  each  node  are  depicted  in  Figure  29.  If 
a  newly  created  message  is  ar  intranode  message,  it  is  placed  in  the  MESSAGE 
QUEUE;  otherwise,  it  is  placed  in  the  LINK  QUEUE  that  corresponds  to  the  com¬ 
munication  link  over  which  the  message  is  to  be  transmitted.  Messages  are 
removed  from  the  LINK  QUEUES  and  transmitted  as  the  communication  links  become 
available. 
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Figure  29.  Message  Queues  on  Each  Node 
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Messages  In  the  MESSAGE  QUEUE  originate  eltner  from  processes  sending 
Intranode  messages  or  from  the  communication  links  connected  to  the  node. 
Messages  destined  for  processes  on  the  same  node  as  the  MESSAGE  QUEUE  are 
placed  in  the  appropriate  PORT  QUEUE  of  the  process  to  which  they  are  addres¬ 
sed.  Messages  that  have  not  yet  reached  thei.-  destination  node  are  placed  in 
the  LINK  QUEUE  corresponding  to  the  communication  link  over  which  the  »easage 
is  to  be  transmitted. 

5.1.4  iQptit  XfiE.  Ito  SJjnuifttQr 

The  simulator  requires  the  following  six  types  of  input: 

1 .  Control  model 

2.  Network  configuration  (i.e.,  nodes  and  their  connectivity) 

3.  Work  requests 

4.  Command  files 

5.  Object  files 

6.  Data  files 

The  nature  of  these  inputs  and  how  they  are  provided  to  the  simulator  is 
described  below. 

5. 1.4.1  Control  Model 

There  are  two  possible  approaches  for  •'epresentlng  the  control  model  in  the 
simulator:  1)  data  to  be  interpreted  by  the  simulator  and  2)  code  that  is 
actually  part  of  the  simulator.  The  first  technique  requires  that  the 
simulator  contain  a  rather  sophisticated  interpreter  in  order  to  provide  a 
convenient  language  with  which  one  can  express  a  control  model  that  addresses 
the  control  problems  to  a  sufficiently  low  level  of  detail.  The  second  tech¬ 
nique  requires  the  careful  construction  of  the  simulator  such  that  those 
portions  of  the  simulator  that  express  the  control  model  are  easily  identified 
and  can  be  removed  and  modified  with  minimal  effort.  No  matter  how  well  the 
portion  of  the  simulator  representing  the  executive  control  is  Isolated,  it  is 
anticipated  that  a  certain  degree  of  difficulty  will  be  experienced  by  a  new 
experimenter  attempting  to  investigate  new  control  models.  The  second  tech¬ 
nique  also  requires  a  recompilation  of  the  simulator  code  each  time  a  control 
model  modification  is  performed. 

The  problems  involved  in  constructing  a  sophisticated  interpreter  are 
much  greater  than  those  far?  i  in  organizing  the  simulator  so  that  the  portions 
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of  code  expressing  the  control  model  are  easily  Isolated,  Therefore,  in  this 
simulator,  the  control  models  are  expressed  in  Pascal  and  are  actually  part  of 
the  simulator  rather  than  being  separate  input  to  the  simulator. 

5 . 1 • 4 . 2  Network  Configuration 

The  attributes  provided  as  input  to  the  simulator  which  are  concerned  with  the 
physical  configuration  of  the  FDPS  are  provided  in  Table  2.  Figure  30 
describes  the  syntax  of  the  statements  used  to  enter  the  FDPS  configuration 
information.  Two  types  of  input  can  be  provided,  node  configuration  informa¬ 
tion  and  communication  linkage  Information.  Each  statement  beginning  with  the 
letter  'n'  describes  the  configuration  of  the  node  which  is  identified  by  the 
digit  following  the  'n'.  This  statement  describes  certain  characteristics 
concerning  the  processor  at  the  node  (memory  capacity,  processing  speed,  and 
the  length  of  a  user  time  slice)  and  the  peripheral  devices  (user  terminals 
and  disks)  attached  to  the  processor.  Each  statement  beginning  with  the  let¬ 
ter  describes  a  half-duplex  communication  link  between  two  nodes.  It 
identifies  the  source  and  destination  nodes  by  their  identification  number 
(the  digit  following  the  letter  'n’  on  statements  describing  nodes)  and 
Indicates  the  effective  bandwidth  of  the  communication  link.  It  is  assumed 
that  all  messages  are  transmitted  at  this  speed,  and  no  attempt  is  made  to 
simulate  errors  in  transmission  and  the  resulting  retransmissions. 

5 . 1 . 4 . 3  Work  Requests 

Work  requests  are  assumed  to  originate  from  two  sources:  1)  directly  from  a 
user,  or  2)  through  command  files.  The  syntax  of  a  work  request  is  given  in 
Figure  31-  This  syntax  is  a  subset  of  the  command  language  available  through 
the  Advanced  Command  Interpreter  of  the  Georgia  Tech  Software  Tools  System 
[AkinSO]  (see  Figure  1). 

In  order  to  simulate  the  load  generated  by  users  entering  work  requests 
from  user  terminals,  a  population  of  work  requests  is  created.  The  form  of 
the  input  for  creating  the  work  request  population  is  provided  in  Figure  32. 
Each  line  of  input  contains  a  series  of  node  identifiers  foliowed  by  a  colon 
which  is  followed  by  a  work  request.  The  node  identifiers  indicate  which 
nodes  are  to  contain  the  given  work  request  as  a  member  of  the  node's  popula¬ 
tion  of  work  requests.  Therefore,  the  result  of  this  input  is  the  construc¬ 
tion  of  a  population  of  work  requests  for  each  node.  In  a  subsequent 
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Table  2.  Physical  Configuration  Input  to  the  Simulator 

Information 

Memory  Capacity  (bytes) 

Processing  Speed  (Instructlons/sec) 

Size  of  a  Time  Slice  (microseconds) 

Number  of  Attached  User  Terminals 

Number  of  Attached  Disks 

Disk  Transfer  Speed  (bytes/second) 

Average  Disk  Latency  (microseconds) 

Link  Information 

Identities  of  the  Source  and  Destination  Nodes 
Bandwidth  (bytes/second) 


paragraph,  the  nature  of  the  load  generator  Is  discussed  and  Indicates  how 
this  Information  Is  utilized. 

5*1. 4. 4  Command  Flies 

Command  files  are  constructed  for  the  simulator  using  the  syntax  described  in 
Figure  33.  This  Input  specifies  a  unique  name  for  the  file,  the  simulated 
node  at  which  the  file  resides,  and  the  commands  contained  In  the  file.  These 
commands  conform  to  the  syntax  of  work  requests  presented  in  Figure  31.  These 
statements  provide  one  with  the  ability  to  construct  command  files  on 
particular  nodes  which  are  referenced  either  by  commands  originating  from  user 
terminals  or  other  command  files. 

5. 1.4. 5  Object  Files 

Figure  34  depicts  the  syntax  used  to  express  object  files  in  the  simulator. 
The  Input  specifies  a  unique  name  for  the  file,  the  simulated  node  at  which 
the  file  resides,  the  length  of  the  file  In  bytes,  8md  the  simulation  script. 
The  script  contains  a  series  of  statements  that  describe  the  process  actions 
that  are  to  be  simulated.  There  are  five  actions  which  can  be  simulated;  1) 
compute,  2)  receive  a  message,  3)  send  a  message,  4)  loop  back  to  a  previous 
command  a  specific  number  of  times,  and  5)  terminate  the  process  simulation. 
By  appropriately  combining  these  commeuids,  one  can  construct  a  script  which 
simulates  the  activities  of  a  given  user  process. 
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<entry>  <link>  |  <node> 

<link>  1  <from>  <to>  <bandwl<lth>  (all  links  are  half-duplex) 

<node>  ::s  n  <node  ld>  <memory>  <speed>  <timesllce>  <termlnals> 
<dlsk>  <dlsk  speed>  <di8k  latency> 

<from>  <node  id> 

<to>  ::=  <node  id> 

<node  ld>  :;=  <integer> 

<bandwldth>  <lnteger  (link  bandwidth  In  bytes  per  second)> 

<niemory>  ::=  <integer  (main  memory  In  bytes)> 

<3peed>  ::=  <lnteger  (average  speed  of  the  CPU  in  instructions  per 
second) > 

<tlmeslice>  <lnteger  (microseconda)> 

<terminals>  ;;=  <integer  (number  of  attached  user  tenninals)> 

<dlsk>  ::s  <lnteger  (number  of  attached  diaks)> 

<dlsk  speed>  <integer  (transfer  speed  of  disk  in  bytes/seo)> 
<disk  latency>  ::=  <lnteger  (average  disk  latency  in  microseconds) > 
<lnteger>  ::s  <dlgit>  {  <diglt>  } 

Examples : 

n  1  256000  5000000  1000  50  3  500000  100 

(Node  #1  has  250K  bytes  of  manory,  processes  at  the  rate  of 
5  MIPS,  has  a  time  slice  of  1000  microseconds,  has  50  user 
terminals  attached  to  it,  has  3  disks  attached  to  It, 
each  disk  can  transfer  at  the  rate  of  500,000  bytes/sec, 
and  each  disk  has  an  average  latency  of  100  microseconds.) 

156  4000000 

(This  link  connects  node  5  to  node  6  with  a  half-duplex 
communication  path  that  can  transmit  at  the  rate  of 
4  million  bytes/sec. ) 

Figure  30.  Syntax  of  FDPS  Configuration  Input  for  the  Simulator 
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<work  request>  <logieal  net> 

<loglcal  net>  <logical  node>  {  <node  separator> 

{  <node  5eparator>  }  <logieal  node>  } 

<node  separator>  ,  I  <pipe  oonnection> 

<pipe  connection>  :;=  [  <port>  1  *(’  [  <logical  node  number>  ] 

[  .<port>  ] 

<port>  <integer> 

<logical  node  number>  ::=  <lnteger>  |  $  I  <label> 

<loglcal  node>  [  :<label>  ]  <almple  node> 

<simple  node>  ::=  {  <l/o  redirector>  )  <coimnand  name> 

{  <i/o  redlrector>  } 

<i/o  redlrector>  ::=  <flle  name>  ’>*  £  <port>  ]  I 

[  <port>  ]  *>’  <file  naffle>  I 
[  <port>  ]  '»'  <flle  naine>  1 
•»•  [  <port>  ] 

<coinniand  naine>  <coinniand  file  nane^  !  ^object  file  na]ne> 
<label>  <ldentlfler> 

<file  naine>  <data  file  name> 

<ldentlfler>  ::=  <letter>  {  <letter>  1  <dlgit>  } 

<lnteger>  ::=  <dlglt>  {  <dlglt>  ) 

Figure  31.  Work  Request  Syntax 
(Based  on  [AKIN80]} 


5. 1.4. 6  Data  Files 

Data  file  descriptions,  depicted  in  Figure  35,  are  the  final  type  of  input 
information  which  can  be  presented  to  the  simulator.  The  data  file  input 
contains  an  identifying  name,  a  node  Identification  indicating  the  file's 
simulated  location,  and  a  specification  of  the  file  size.  Data  Is  not 
actually  stored  by  the  simulator. 
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<work  request  population>  <work  request  entry> 

<work  request  entry> 

<work  request  entry>  ::=  {  <node  identifier>  }  :  <work  request> 
<node  identifier>  ;:=  <integer> 

<work  request>  (see  Figure  31) 

<lnteger>  ::=  <dlglt>  {  <dlglt>  } 

Examples: 

123^5:  pgml  |  pgm2  {  the  work  request  'pgal  I  pgm2' 

la  available  on  nodes  1,  2,  3, 
M,  and  5  ) 

1  3  :  pgml  {  the  work  request  'pgml'  Is 

available  on  nodes  1  and  3  ) 


Figure  32.  Syntax  of  Work  Request  Population  Input  to  the  Simulator 


5.1.5  Ihfl.  Simulator  Dsalea 

The  simulator  Is  composed  of  several  modules  (see  Table  3).  In  each 
module,  closely  related  data  structures  and  the  procedures  that  modify  these 
data  structures  are  defined.  The  only  access  to  the  data  structure  Is  through 
these  procedures.  This  design  allows  one  to  Isolate  the  portion  of  the 
simulator  that  represents  the  model  of  control  and  conduct  experiments  with 
various  perturbations  of  the  control  model.  Without  this  type  of  design,  each 
perturbation  could  easily  require  significant  changes  to  the  entire  simulator. 
The  simulator  is  composed  of  the  following  modules:  a  node  module,  message 
system  module,  file  system  module,  command  interpreter  module,  task  set  and 
process  manager  module,  and  a  load  generator  module.  The  bulk  of  code 
representing  the  simulated  executive  control  Is  contained  in  the  FILE  SYSTEM 
and  TASK  SET  AND  PROCESS  MANAGER  modules. 
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<command  flle>  C  <node  ld>  <coinmand  file  name> 
{  <work  reque3t>  ) 

ENDC 

<node  ld>  ::=  <lnteger> 

<coinmand  file  name>  ::=  <up  to  8  characters> 

<work  request>  ::=  (see  Figure  31) 

<lnteger>  ;:r  <dlglt>  {  <dlglt>  } 


Examples: 

C  1  cfllel 

pgml  I  pgm2  1  la  2|b  :a  pgm3  I  Pgm4  |c.1  :b  pgmS  I  Pgm6  1.2  :c  pgn7 

pgm1  !  pgm5 

ENDC 


Figure  33.  Syntax  of  Command  File  Descriptions  for  the  Simulator 


5. 1.5.1  Node  Module 

The  NODE  MODULE  simulates  the  hardware  activities  of  each  node  (e.g. ,  the 
processor  and  attached  disks).  This  Includes  the  simulation  of  user 
activities  as  specified  by  process  scripts  and  the  simulation  of  disk  traffic. 
In  addition,  this  module  provides  the  local  operating  system  functions  of 
dispatching,  blocking  processes  for  message  transmission  or  reception,  and 
unblocking  processes. 

5. 1.5. 2  Message  System 

All  activities  dealing  with  messages  are  handled  by  the  MESSAGE  SYSTEM.  Among 
the  services  provided  by  this  module  are  the  following;  1)  routing  of  mes¬ 
sages,  2)  placement  of  messages  In  LINK  QUEUES,  3)  transmission  of  messages 
across  a  link,  4)  transmission  of  acknowledgement  signals  to  the  source  end  of 
a  link,  and  5)  placement  of  messages  In  PORT  QUEUES. 

5. 1.5. 3  File  System 

The  FILE  SYSTEM  stores  the  various  types  of  files,  which  include  object,  com¬ 
mand,  and  data  files.  It  stores  the  scripts  for  object  files  and  provides 
access  to  the  scripts.  Similarly  for  command  files.  It  stores  the  work 
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<obJect  flle>  0  <node  ld>  <flle  naae>  <flle  length> 
{  <actlon>  } 

ENDO 

<node  id>  ::=  <lnteger> 

<obJect  file  naffle>  <up  to  8  character8> 

<obJect  file  length>  <lnteger> 

<actlon>  ::=  <comp>  I  <loop>  |  <rov>  1  <send>  1  <tenn> 
<coinp>  :;=  c  <#  of  ln£tructlona> 

<loop>  1  <lnatructlon  #>  <count> 

<rcv>  ;:=  r  <port> 

<send>  ::=  s  <port>  <slze  (bytes)> 

<term>  t 

<#  of  ln3tructlon3>,  <ln3tructlon  #>,  <count>,  <port>, 
<size>  <lnteger> 

<integer>  :;=  <diglt>  {  <dlglt>  ) 


Examples: 

0  1  objecti  1000  (object  file  Is  1000  bytes  long) 
c  25  (simulate  25  computation  Instructions) 

1  1  10  (loop  back  to  the  first  Instruction  10  times) 

r  2  (read  a  message  from  port  2) 

s  4  100  (send  a  100  byte  long  message  to  port  4) 

t  (terminate  the  execution  of  this  process) 

ENDO 


Figure  34.  Syntax  of  Object  File  Descriptions  for  the  Simulator 


requests  for  each  command  file  and  controls  access  to  the  file.  It  Is  In  this 
module  that  the  file  management  strategy  for  each  model  of  control  is 
simulated.  The  reader  Is  referred  to  Chapter  IV  for  a  description  of  each 
control  model  Including  specific  det2d.ls  concerning  the  file  management 
strategies  that  are  simulated. 
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<data  flle>  ::s  D  <node  id>  <data  file  naflie>  <alze> 

<node  ld>  : : s  <integer> 

<data  file  naae>  ::=  <up  to  8  character3> 

<size>  ;:=  <integer  (byte8)> 

<lnteger>  ::=  <digit>  {  <digit>  } 

Examples: 

D  3  testfile  100000  (defines  a  data  file  named  'testfile* 

which  will  reside  on  node  3  and  will 
contain  100,000  bytes  of  information) 

Figure  35.  Syntax  of  Data  File  Descriptions  for  the  Simulator 


5. 1.5. 4  Command  Interpreter 

The  COMMAND  INTERPRETER  parses  work  requests  and  constructs  the  task  graph 
describing  the  initial  resource  requirements  for  a  work  request. 

5. 1.5. 5  Task  Set  and  Process  Manager 

The  TASK  SET  AND  PROCESS  MANAGER  performs  all  control  activities  required  to 
manage  all  phases  of  execution  of  a  work  request.  This  includes  activating 
the  COMMAND  INTERPRETER;  communicating  with  the  FILE  SYSTEM  in  order  to  gather 
information,  allocate  files,  or  deallocate  files;  performing  work  distribution 
and  resource  allocation;  and  managing  active  processes. 

5. 1.5. 6  Load  Generator 

Work  request  traffic  originating  from  the  user  terminals  attached  to  each  node 
is  simulated  by  the  LOAD  GENERATOR.  A  series  of  work  requests  provided  by  a 
user  at  a  terminal  is  called  a  user  session.  To  simulate  a  user  session,  the 
LOAD  GENERATOR  randomly  chooses  a  session  length  from  an  interval  specified  by 
the  experimenter.  A  session  starting  time  (measured  in  seconds)  is  also 
chosen  at  random  from  an  interval  specified  by  the  experimenter.  Each  work 
request  for  the  user  session  is  chosen  at  random  from  the  population  of  work 
requests  originally  created  for  each  node  via  the  input  statements  described 
above  (see  Figure  32).  The  LOAD  GENERATOR  also  simulates  the  "think  time" 
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Table  3.  Simulator  Modules 


Node  Module 

-  Process  user  scripts 

-  Simulate  disk  activity 

-  Manage  local  processes 

Message  System  Module 

-  Route  messages 

-  Message  management  at  each  node 

-  Simulate  the  transmission  of  messages 

File  System  Module 

-  Perform  typical  file  management  operations 

-  Locate  files 

-  Provide  access  control  to  files 

-  Store  and  retreive  data  for  object  files  and  command  files 

Command  Interpreter  Module 

-  Parse  command  lines  and  return  task  graphs 

Task  Set  and  Process  Manager  Module 

-  Task  set  management 

-  Contact  file  system  for  file  availability  information 

-  Formulate  work  distribution  and  resource  allocation  decision 

-  Contact  file  system  for  file  allocation 

-  Contact  process  manager  to  activate  processes 

-  Inform  user  of  work  request  completion 

-  Process  management 

-  Load  processes 

-  Detect  process  termination  and  inform  task  set  manager 

Load  Generator  Module 

-  Simulate  user  activity 


between  work  requests  by  randomly  cho'osing  a  time  (measured  in  seconds)  from 
another  interval  specified  by  the  experimenter. 

5.1.6  Parformanne  Measur— ents 

Performance  measurements  covering  the  following  three  types  c  data  are 
made:  1)  the  quantity  of  message  traffic,  2)  the  magnitudes  of  various  queue 
lengths  and  their  associated  waiting  times,  and  3)  the  size  of  average  work 
request  response  times  and  throughput. 
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To  Identify  the  Impact  of  the  executive  control  on  the  communication 
system,  various  communication  measurements  are  obtained.  A  cumulative  total 
of  the  number  of  user  messages  and  control  messages  over  the  entire  system  is 
maintained.  This  allows  one  to  compare  the  number  of  control  messages  to  the 
number  of  user  messages  and  thus  Identify  how  the  communication  system  is 
being  utilized.  In  addition,  a  count,  again  categorized  by  user  messages  and 
control  measages,  is  maintained  In  matrix  form  to  identify  the  total  number  of 
messages  originating  at  a  particular  node  and  destined  for  every  other  node. 
Traffic  counts  on  each  communication  link  are  also  recorded  according  to  their 
classification  as  user  messages  or  control  messages.  Finally,  activity  In  the 
LINK  QUEUES,  where  messages  wait  to  be  transmitted  over  each  link.  Is  recor¬ 
ded.  All  of  these  measurements  Include  minimum  queue  length,  maximum  queue 
length,  average  queue  length,  minimum  waiting  time  In  the  queue,  maximum  wait¬ 
ing  time,  and  average  waiting  time. 

In  addition  to  measurements  concerned  with  the  LINK  QUEUES,  a  similar 
analysis  of  process  queues  is  performed.  The  queues  on  each  node  that  are 
analyzed  are  the  READY  QUEUE  (processes  waiting  for  access  to  the  CPU),  MES¬ 
SAGE  BLOCKED  QUEUE  (processes  that  are  either  waiting  to  place  a  message  In  a 
LINK  QUEUE  or  processes  waiting  to  receive  a  message),  and  DISK  WAITING  QUEUES 
(processes  waiting  for  access  to  a  particular  disk).  The  types  of 
measurements  obtained  are  identical  to  those  for  the  LINK  QUEUES. 

To  identify  the  effectiveness  of  the  control  strategy,  measurements  are 
obtained  that  identify  how  effectively  user  processing  is  accomplished.  For 
each  node  and  cumulatively  for  all  nodes,  the  following  measurements  are 
obtained  for  user  sessions,  work  requests,  and  processes: 

1.  The  total  number  of  user  sessions,  work  requests,  and  proces¬ 
ses. 

2.  The  average  service  time  for  each  user  session,  work  request, 
and  process. 

3.  The  average  response  time  for  each  user  session,  work  request, 
and  process. 

l».  The  throughput  for  user  sessions,  work  requests,  and  processes. 
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5.2  Itift  SlMulatlon  Enylronment 

Four  groups  of  performance  experiments  were  conducted  In  this  research 
project.  The  first  group  of  experiments  observed  the  behavior  of  a  system  in 
which  only  control  message  traffic  was  present  on  the  communication  system. 
The  second  group  of  experiments  introduced  user  message  traffic.  The  third 
group  of  experiments  was  similar  to  the  first  group  in  that  only  control  mes¬ 
sage  traffic  was  present  on  the  communication  system,  but  a  different  type  of 
work  request  was  utilized.  The  work  requests  that  were  processed  in  the  first 
two  groups  of  experiments  required  significant  processing  time  to  perform  the 
actions  specified  in  the  request.  The  work  requests  utilized  in  the  third 
group  of  experiments  represented  Jobs  requiring  only  a  small  quantity  of  com¬ 
putation.  Work  requests  were  selected  from  a  mixed  population  of  two 
different  types  of  work  requests  in  the  fourth  group  of  experiments.  The  two 
types  of  work  requests  corresponded  to  those  used  in  the  second  and  third 
groups  of  experiments  respectively. 

The  environment  in  all  experiments  consisted  of  a  network  of  five  nodes 
Interconnected  in  various  ways  providing  five  different  Interconnection 
topologies:  1)  a  unidirectional  ring,  2)  a  bidirectional  ring,  3)  a  star,  >i) 
a  fully  connected  network,  and  5)  a  tree.  (See  Figure  36.)  The  nodes  of  each 
network  (see  Figure  27)  were  all  homogeneous,  and  each  consisted  of  a  proces¬ 
sor  capable  of  executing  one  million  Instructions  per  second.  Connected  to 
each  node  were  ten  user  terminals  and  three  disk  drives.  The  disks  were 
assumed  to  be  identical,  each  with  an  average  latency  of  100  microseconds  and 
a  transfer  rate  of  500,000  bytes  per  second. 

5.2.1  Environmental  Yariablea 

In  addition  to  different  topologies,  the  bandwidth  of  the  communication 
links  and  the  model  of  control  were  also  varied  for  the  experiments.  Table  U 
provides  a  brief  comparison  of  the  various  models.  Only  the  first  four  models 
of  control  (XFDPS.1,  XFDPS.2,  XFDPS.3,  and  XFDPS.4)  were  utilized  in  these 
initial  experiments.  Models  XFDPS.5  and  XFDPS.6  differ  from  model  XFDPS.1  in 
details  that  were  not  examined  in  these  experiments.  Therefore,  they  were  not 
included  in  the  simulation  studies  because  their  observable  results  would  have 
been  Identical  to  those  of  XFD'’S.1.  Models  XFDPS.5  and  XFDPS.6  demonstrate 
that  significant  variations  in  design  may  not  necessarily  result  in  per- 
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Figure  36.  Network  Topologies 
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formanoe  differences  under  all  oirouastanoes.  Finally,  It  should  be  noted 
that  the  central  directory  of  aodel  XFDPS.2  Is  maintained  on  node  1  In  all 
experiments. 

5.2.2  Bnylron— COMtftfttl 

Several  environmental  features  were  held  constant  for  all  experiments. 
In  all  cases,  It  was  assumed  that  all  control  messages  were  50  bytes  long. 
All  control  models  utilized  the  sane  policy  for  distributing  work  and  allocat¬ 
ing  resources.  This  policy  simply  required  all  processes  to  execute  on  the 
node  where  the  object  code  for  the  prooeas  resided.  There  was  only  one  copy 
of  the  object  code  for  each  process  In  the  network  for  these  Initial 
experiments.  The  work  distribution  and  resource  allocation  policy  utilized 
for  these  tests  required  that  data  files  be  accessed  at  the  location  where 
they  originally  resided  and  not  be  moved  prior  to  execution.  In  every 
experiment  all  files  were  unique,  thus  leaving  the  control  with  only  one 
resource  allocation  alternative. 

In  the  first  two  groups  of  experiments,  the  work  requests  arriving  at 
all  nodes  were  of  the  type  *ln>  cmnd*.  The  data  file  'in'  provided  input  to 
the  process  resulting  from  the  loading  of  the  object  file  'cmnd*.  This 
provided  an  environment  In  which  files  were  accessed  only  by  means  of  reads 
thus  eliminating  the  possibility  that  certain  work  requests  were  either 
delayed  or  aborted  due  to  Insufficient  resources.  Therefore,  it  was 
guaranteed  that  all  control  activity  resulted  In  the  successful  completion  of 
a  work  request. 

In  the  first  group  of  experiments,  the  object  file  'cmnd'  and  data  file 
'In'  were  located  on  the  same  node.  This  meant  that  all  file  accesses  were 
local  file  accesses;  and,  thus,  control  message  traffic  was  free  of  competi¬ 
tion  by  user  messages  for  oommuplcatlon  resources.  This  provided  an 
environment  in  which  the  effects  of  the  control  models  could  be  observed 
without  the  Influence  of  an  unpredictable  collection  of  user  messages. 

In  the  second  group  of  experiments,  the  object  file  'cmnd'  and  data  file 
'in'  were  located  on  different  nodes.  File  'cmnd'  was  located  on  node  1  and 
file  'In'  was  located  on  node  J  where 
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Table  4.  Coaparlaoa  of  the  Models  of  Control 


Model 

1 

1 

!  File  Systea 

1  Dlreotorv 

1  Technique  for 

1  Gathering 
!  Availability 

Tiae 

Vhen  Piles 

1  are  Reserved 
or  Looked 

j  How  is  the 
i  Task  Graph 

1 

1 

1  partitioned 

1  and 

i  distributed 

1 

1 

1  query  all 

1  nodes 

1  before  resource 

1  allocation  and 

1  work 

1  distribution 

1  decision 

j  single 

1  structure 

I  on  node 

1  where  work 

1  request  arrived 

2 

1 

1  single 

1  centralized 

1  copy 

1 

1 

1  query  the 

1  central  node 

1  before  resource 

1  allocation  and 

1  work 

1  distribution 
!  decision 

1 

1  single 

1  structure 

1  on  node 
t  where  work 
!  request  arrived 

3 

1 

1  partitioned 

1  and 

1  distributed 

1 

1 

« 

1  first  query 

1  locally  and 

1  then  query 

1  globally  if 

1  necessary 

1 

1  before  resource 

1  allocation  and 

1  work 

1  distribution 

1  decision 

1 

1  single 

1  structure 
i  on  node 

1  where  work 
i  request  arrived 

4 

1 

1  identical 
!  copies 

1  replicated 

1  on  all 

1  nodes 

1  all  queries 

1  are  delayed 

1  until  control 

I  vector 

1  arrives 

t 

1  before  resource 

1  allocation  and 

1  work 

1  distribution 

1  decision 

1 

1  single 

1  structure 

1  on  node 

1  where  work 

1  request  arrived 

5 

1 

!  partitioned 

1  and 

1  distributed 

1 

1 

i  query  all 
!  nodes 

1 

!  after  resource 

1  allocation  and 

1  work 

1  distribution 

1  decision 

1 

1  single 

1  structure 

1  on  node 

1  where  work 

1  request  arrived 

6 

1 

1  partitioned 

1  and 

1  distributed 

1 

1 

1 

1 

1  query  all 
j  nodes 

I  before  resource 

1  allocation  and 

1  work 

1  distribution 

1  decision 

1  multiple 

1  subgraphs 

1  on  the  nodes 
i  Involved  in 

1  the  execution 

1  of  the  tasks 
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^1+1,  If  1  <  5 
^  *  \ 

1*1,  If  i  .  5 

This  aeant  each  file  access  required  transaission  of  data  on  the  ooaaunication 
systea.  These  experiaents  were  designed  to  deaonstrate  what  happens  to  the 
perfomance  of  the  control  aodels  when  additional  traffic  is  present  on  the 
conaunlcation  systea. 

The  object  files  in  each  case  specified  the  execution  of  the  sane 
script,  which  is  depicted  in  Figure  37.  This  script  describes  a  process  that 
alternately  coaputea  and  reads  froa  a  data  file  for  501  iterations.  Given  the 
speed  of  the  processors  utilized  in  the  experiaents,  this  results  in  a  CPU 
utilization  of  approxlaately  five  seconds  for  each  process. 


c  10000 
r  1 

1  1  500 
t 


(  10,000  coapute  instructions  } 

(  read  froa  port  1  ) 

(  loop  back  to  instruction  one  500  tines  ) 
{  teminate  the  process  ) 


Figure  37.  The  Script  Utilized  by  all  Processes 
in  Group  1  and  2  Experiaents 


In  the  third  group  of  experiaents,  the  work  requests  arriving  at  all 
nodes  were  of  the  fora  'oand*.  This  sinply  specified  the  execution  of  an 
object  file  which  required  no  input  file  and  produced  no  output  file.  Figure 
38  depicts  the  script  that  represents' the  actions  of  the  object  file  naaed  in 
each  request.  The  actions  of  the  script  specify  only  a  short  ccaputatlon 
resulting  in  a  CPU  utilisation  of  approxlaately  0.01  seconds,  given  the 
assuaed  speed  of  the  processors  in  these  experiaents. 

A  population  ooaposed  of  two  different  types  of  work  requests  correspon¬ 
ding  to  those  utilised  in  group  2  and  group  3  experiaents,  respectively,  were 
used  in  the  fourth  group  of  experiaents.  The  looation  of  object-data  file 
pairs  for  one  type  of  work  requests  and  object  files  for  the  other  type  were 
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c  10000  (  lOfOOO  ooapute  instruotions  } 

t  {  temlnate  the  prooeaa  ) 


Figure  38.  The  Script  Otilixed  by  all  Procesaes  in  Graup  3  Experinenta 


identical  to  that  deacribed  for  the  group  2  and  group  3  experiaenta. 

Aa  aentloned  in  the  diaouaaion  of  the  LOAD  GENERATOR,  the  experiaenter 
Buat  provide  aeveral  intervale  froa  tdiich  randoa  valuea  are  aelected  aa  input 
to  the  aiaulator.  In  Table  5  the  valuea  utilized  in  the  experiaenta  are 
provided.  Uaer  aeaaiona  can  poaaeaa  froa  one  to  one  hundred  work  requeata. 
The  firat  uaer  aeaaion  for  each  terainal  ia  begun  at  aoae  tiae  between  one 
aiaulated  aeoond  and  fifteen  aiaulated  aeoonda.  The  delay  between  the  ooaple- 
tion  of  one  uaer  aeaaion  and  the  atart  of  a  new  one  on  the  aaae  terainal  alao 
rangea  froa  one  to  fifteen  aiaulated  aeoonda.  Slallarly,  the  delay  between 
work  requeata  of  a  uaer  aeaaion  (uaer  "think  tiae")  rangea  froa  one  to  fifteen 
aeconda.  Identical  intervale  are  utilized  for  the  delay  between  uaer  aeaaiona 
and  the  delay  between  work  requeata  beoauae  <»ly  atatlatioa  concerning  work 
requeata  are  utilized  in  thla  atudy.  Statiatioa  concerning  uaer  aeaaiona  are 
not  oonaldered  iaportant. 

In  order  to  obaerve  ateady  atate  behavior,  the  atart  of  atatlatioa 
gathering  waa  delayed  until  the  alaulation  proceeded  for  aoae  tiae.  In  theae 
atudlea,  atatlatioa  were  gathered  froa  30  until  330  aiaulated  aeoonda.  The 
coaputer  tiae  required  to  perfora  the  aagnitude  of  oaloulationa  Involved  in  a 
alaulation  experiaent  waa  the  factor  Halting  the  length  of  tiae  that  waa 
aiaulated.  The  value  of  thirty  aeoonda  tw  the  atart  of  atatlatioa  gathering 
aeeaed  aatlafactory  beoauae  it  provided  enough  tiae  for  all  terainala  to  have 
generated  one  work  requeat  (each  terainal  auat  aupply  ita  firat  work  requeat 
by  fifteen  aiaulated  aeoonda)  and,  in  aoae  oaaea,  have  all  or  at  leaat  a  aub> 
atantlal  portion  of  the  ooaputatlon  for  the  firat  work  requeat  ooapleted  with 
additional  work  requeata  alao  active. 

In  atudlea  auch  aa  theae,  it  la  dealrable  to  provide  an  identical  load 
for  all  alaulation  experiaenta,  but  the  nature  of  the  ayatea  under  exaalnatlon 
aakea  thia  iapoaaible.  To  provide  an  identical  load,  one  would  have  to 
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Table  5>  Talues  of  User  Specified  Intervals 


Variable 

User  Session  Length 
User  Session  Starting  Tlae 
Delay  Between  User  Sessions 
Delay  Between  Work  Requests 
Statistics  Gathering  Interval 


iBterYSl 

(1,  too]  work  requests 

[ly  15]  seconds 

[It  15]  seconds 

[1,  15]  seconds 

(30t  330]*  seconds 
[30t  630]**  seconds 


*  used  In  all  group  1  and  grovp  3  experiaents  and  all  group  2 
experlaents  except  those  using  a  unidirectional  ring  with 
a  bandwidth  of  50,000  by tea/ sec 
**  used  In  all  group  4  experlnenta  and  In  group  2  experlnents 

using  a  unidirectional  ring  with  a  bandwidth  of  50,000  bytes/ sec 


guarantee  tbai  the  vork  requests  are  presented  to  the  siaulator  in  the  aaae 
order  and  at  the  sane  exact  tlae  Intervals  for  each  experiaent.  The  control 
aodels,  though,  are  composed  of  autonoaoua  ooaponents  and  by  their  design  will 
process  work  requests  asynchronously  on  each  node  at  different  rates.  This 
iaplles  that  even  if  the  work  requests  at  each  node  are  presented  in  the  same 
order,  the  load  provided  to  the  siaulator  will  be  different  because  the  tialng 
of  work  request  arrivals  aay  vary. 

To  clarify  this  point,  consider  the  following  exaaple.  Assuae  the  loads 
provided  to  nodes  1  and  2  are  as  shown  In  Figure  39.  This  figure  depicts  the 
order  in  which  the  work  requests  arrlya  at  each  node.  Because  the  control 
aodels  process  work  requests  at  different  rates,  different  processing 
sequences  are  obtained  for  the  control  aodels.  Figure  40  depicts  the  sequence 
for  aodel  1  and  Figure  41  depicts  that  for  aodel  2.  Thus,  although  the  loads 
at  each  node  are  controlled.  It  Is  lapossible  to  control  the  sequence  of  work 
requests  on  all  nodes  collectively. 

Since  identical  loads  cannot  be  provided,  an  attempt  Is  aade  to 
construct  an  unbiased  load.  This  is  the  task  of  the  LOAD  GEMERATOR.  Its 
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daslgn  utilisM  randoa  aelaotion  for  work  roquosts  and  delays  between  work 
requests  in  order  to  oreate  an  unbiased  envlronnent. 


Load  St  Bode  1 

WR1 

WR2 

wsa 

WRA 


Load  at  Bode  g 

VR5 

WR6 

HR7 

VR8 


Figure  39*  Bxsaple  of  Loads  Presented  to  Two  Nodes 


Node  1 

VR1  HR2 

WR3 

WR4 

Node  2 

VR5 

VR6 

WR7 

WR8 

Tiafi  * 

S. 

Figure  40. 

Sequenoe  of  Work  Request  Arrivals  When  Using  Model 

Node  1 

HR1 

NR2 

WR3 

HR4 

Node  2 

NR5  WR6 

WR7 

NR8 

Tine  — . 

.  . 

_ 

Figure  A1.  Sequenoe  of  Work  Request  Arrivals  When  Using  Model  2 
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SINDUnoa  ttSDLTS 

6.1  WaHf  Qalw  Ptim 

6.1.1  iba.  JBbkIe&bmbL 

This  group  of  experinente  was  designed  to  exanlne  the  perfomanee  of  the 
control  aodels  in  an  environnent  in  whioh  only  control  nesaage  traffic  was 
present  on  the  eonnunlcation  links.  Bach  work  request  in  the  pool  utilised  by 
the  LOAD  GENERATOR  specified  an  objeot-data  file  pair  in  which  both  the  object 
file  and  data  file  resided  on  the  sane  node.  Thus,  file  aooesses  by  processes 
did  not  use  the  eonnunlcation  systen.  There  were  equal  nunbers  of  objeotnlata 
file  pairs  on  each  node.  The  probability  that  a  newly  arriving  work  request 
naned  an  object-data  file  pair  residing  on  node  1  was  1/5  for  is  i  to  5. 

In  this  set  of  ezperlnents  the  following  three  factors  were  varied:  1) 
control  model,  2)  network  topology,  and  3)  ccnniunlcation  link  bandwidth.  The 
values  utilized  in  this  set  of  ezperiaents  are  presented  in  Table  6. 
Experlnents  enploylng  all  possible  oonbinations  of  these  factors  were  run. 

6.1.2  Observations 

Values  for  the  average  response  tine  tar  a  work  request  for  all  group  1 
experlnents  are  provided  in  Table  7.  For  each  network  topology  a  plot  of 
average  work  request  response  time  versus  bandwidth  for  all  aodels  is  provided 
in  Figures  42  through  46.  In  order  to  aid  in  the  analysis  of  this  data,  both 
absolute  and  relative  differences  of  the  response  time  values  among  the 
different  control  models  have  been  computed  and  can  be  found  in  Table  6. 
Absolute  and  relative  differences  in  response  time  values  discovered  at  vary¬ 
ing  bandwldths  with  a  single  model  of  control  are  displayed  in  Table  9. 

The  comparison  of  response  time  results  among  the  different  control 
models  indicates  no  significant  variance  for  values  obtained  at  bandwldths 
greater  than  200  bytes/sec  for  all  topologies.  The  unidirectional  ring  does 
not  provide  a  significant  variation  until  200  bytes/sec.  Experiments  using 
the  star  and  tree  topologies  provide  significant  variations  only  when  the  ban¬ 
dwidth  is  reduced  to  50  and  100  bytes/sec,  while  both  the  fully  connected  and 
bidirectional  ring  topologies  provided  variations  only  at  50  bytes/sec. 
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Table  6.  Variables  fpr  the  Group  1  Experluents 


Control  Modela 

ZTOPS.I 

XFDPS.2 

XFDPS.3 

ZFDPS.M 

Hutwork  IgpQlogy 

Unidirectional  Ring 
Bidirectional  Ring 
Star 

fully  Connected 
Tree 

Coaminl  nation  Link  Band*ildth 

50  bytes/sec 
100  bytes/sec 
200  bytes/sec 
600  bytes/sec 
1,200  bytes/sec 
50,000  bytes/sec 
100,000  bytes/sec 
500,000  bytes/sec 
2,500,000  bytes/sec 


The  ordering  of  control  OKKiels  according  to  their  average  response  tines  does 
not  oharaoterise  a  pattern*.  With  a  unidirectional  ring  topology  and  bandwidth 
of  100  bytes/aeo,  the  ordering  fron  longest  response  tine  on  the  left  to 
shortest  on  the  right  Is  as  follows: 

XFDPS.1  >  XFPPS.3  >  XFDPS.2  >  XFDPS.4 

The  bidirectional  ring  topology  with  ■a'OosBunioatlon  bandwidth  of  50  bytes/sec 
provides  slallar  results  with  the  exception  that  the  response  tines  for 
XFDPS.2  and  XFDPS.3  do  not  differ  significantly. 

XFDPS.1  >  XFDPS.3  *  XFDPS.2  >  ^ffDPS.A 

The  star  topology  at  both  50  and  100  bytes/sec  provides  an  ordering  In  which 
the  response  tine  for  XFDPS.2  is  less  than  those  for  the  other  nodels,  which 
show  very  little  variation  among  themselves. 

XFDPS.1  a  XFDPS.3  «  XFDPS.2  >  XFDPS.4 
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Table  7.  Average  Vork  Requeat  Reaponae  Tlae  for  Group  1 


Oaldlreotlonal  Ring 


50 

182.3 

210.3 

250.4 

111.4 

100 

169.7 

103.1 

141.3 

63.0 

200 

92.8 

53.7 

82.5 

48.5 

600 

47.9 

41.3 

45.2 

45.6 

1,200 

45.0 

47.1 

43.6 

48.3 

50,000 

48.2 

44.9 

39.1 

45.2 

100,000 

41.6 

47.4 

43.5 

48.1 

500,000 

35.7 

49.4 

45.6 

46.3 

2,500,000 

42.2 

45.4 

45.2 

44.4 

Bldlreotlonal  Ring 

BandwlGth _ ZEQE&J _ XEQea«2 _ pdps.^ _ pdps.a 


50 

109.4 

93.3 

99.9 

80.4 

100 

57.6 

63.1 

54.4 

56.2 

200 

48.8 

48.1 

45.9 

49.1 

600 

44.2 

41.5 

40.4 

44.9 

1,200 

40.5 

43.1 

49.2 

45.5 

50,000 

43.3 

41.7 

39.3 

38.6 

100,000 

47.5 

43.1 

40.4 

38.8 

500,000 

42.5 

44.0 

47.9 

44.9 

2,500,000 

47.7 

51.3 

42.8 

43.0 

Star 

_ XEfif&J _ IFDPS.2  IFDPS.^ _ IE2£&JL 


50 

133.2 

58.7 

114.5 

125.0 

100 

66.4 

43.0 

59.4 

64.7 

200 

44.3 

45.0 

45.9 

53.6 

600 

46.8 

45.4 

39.9 

46.2 

1,200 

46.5 

41.9 

39.5 

44.4 

50,000 

41.4 

43.5 

45.9 

40.7 

100,000 

45.0 

45.9 

44.7 

44.9 

500,000 

39.9 

46.2 

44.9 

48.1 

2,500,000 

43.0 

40.9 

36.2 

43.8 

Rote:  all  valuea  are  in  aeoonda 
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Table  7.  Av9rmg»  Work  Boquoafe  Beapona*  Time  tar  Group  1 

(oontinuod) 


Pullp  CooMotad 


RafMtwIrifcA 

2FDPS.1 

*rapa-2 

gDps.3 _ 

gPf&JL 

50 

47.7 

47.6 

47.2 

68.3 

too 

A3. 8 

51.4 

42.8 

51.3 

200 

A6.7 

47.0 

44.5 

47.3 

600 

42.6 

42.9 

47.2 

47.4 

1,200 

43.2 

46.3 

45.1 

43.3 

50,000 

44.0 

39.7 

39.9 

44.2 

100,000 

44.4 

38.2 

36.3 

45.4 

500,000 

42.8 

46.1 

43.1 

43.5 

2,500,000 

41.3 

49.2 

43.6 

41.2 

Tree 

Ranrfuidfch 

YPDPS.I 

Trops.2 

gPPS.^ 

XFDF&A 

50 

190.4 

132.7 

154.6 

134.8 

100 

93.4 

66.0 

95.1 

72.8 

200 

51.0 

45.4 

47.7 

52.2 

600 

47.9 

43.9 

47.0 

45.8 

1,200 

44.4 

45.5 

45.7 

46.3 

50,000 

44.5 

42.0 

43.9 

43.5 

100,000 

46.4 

42.1 

43.3 

36.3 

500,000 

43.3 

45.6 

45.0 

42.2 

2,500,000 

45.4 

48.2 

43.8 

45.0 

Not*:  all  valuea  ar*  in  aaoonda 
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Table  8.  CoUparlson  of  Reaponse  Tiaes  from  Croup  1  Experloenta 

Using  Different  Control  Models 


Absolute  Differenced 


Unldlreotional  Ring 


Bandwidth 

dl2 

dn 

d14 

d24 

d^4 

50 

28.0 

68.1 

70.9 

40.1 

98.9 

139.0 

100 

66.6 

28.4 

106.7 

38.2 

40.1 

78.3 

200 

39.1 

10.3 

44.3 

28.8 

5.2 

34.0 

600 

6.6 

2.7 

2.3 

3.9 

4.3 

0.4 

1,200 

2.1 

1.4 

3.3 

3.5 

1.2 

4.7 

50,000 

3.3 

9.1 

3.0 

5.8 

0.3 

6.1 

100,000 

5.8 

1.9 

6.5 

3.9 

0.7 

4.6 

500,000 

13.7 

9.9 

10.6 

3.8 

3.1 

0.7 

2,500,000 

3.2 

3.0  2.2 

Bidirectional 

0.2 

Ring 

1.0 

0.8 

Bandeldth  d12 _ jll3 _ 115 _ 125 _ 125 _ 125 


50 

16.1 

9.5 

29.0 

6.6 

12.9 

19.5 

100 

5.5 

3.2 

1.4 

8.7 

6.9 

1.8 

200 

0.7 

2.9 

0.3 

2.2 

1.0 

3.2 

600 

2.7 

3.8 

0.7 

1.1 

3.4 

4.5 

1,200 

2.6 

8.7 

5.0 

6.1 

2.4 

3.7 

50,000 

1.6 

4.0 

4.7 

2.4 

3.1 

0.7 

100,000 

4.4 

7.1 

8.7 

2.7 

4.3 

1.6 

500,000 

1.5 

5.4 

2.4 

3.9 

0.9 

3.0 

2,500,000 

3.6 

4.9 

4.7 

8.5 

8.3 

0.2 

Star 

Bandwidth  dl2 _ 112 _ 115 _ 122 _ 125 - 135 


50 

74.5 

18.7 

8.2 

55.8 

66.3 

10.5 

100 

23.4 

7.0 

1.7 

16.4 

21.7 

5.3 

200 

0.7 

1.6 

9.3 

0.9 

8.6 

7.7 

600 

1.4 

6.9 

0.6 

5.5 

0.8 

6.3 

1,200 

4.6 

7.0 

2.1 

2.4 

2.5 

4.9 

50,000 

2.1 

4.5 

0.7 

2.4 

2.8 

5.2 

100,000 

0.9 

0.3 

0.1 

1.2 

1.0 

0.2 

500,000 

6.3 

5.0 

8.2 

1.3 

1.9 

3.2 

2,500,000 

2.1 

6  8 

0.8 

4.7 

2.9 

7.6 

Notation:  dlj  s  |RT1  -  RT 


e  RTl  s  Response  tiae  using  XFDPS.i 
on  next  page) 
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Tabl*  8.  Coapariaon  of  Raaponae  Tlaea  froa  Group  1  Experlaenta 

Using  Olffarant  Control  Modals 
(oontlnuad) 


Absoluta  Dlffaranoas 


Fully  Connaotad 


d12 

dn 

dl4 

d2^ 

d24 

d^4 

50 

0.1 

0.5 

20.6 

0.4 

20.7 

21.1 

100 

7.6 

1.0 

7.5 

8.6 

0.1 

8.5 

200 

0.3 

2.2 

0.6 

2.5 

0.3 

2.8 

600 

0.3 

4.6 

4.8 

4.3 

4.5 

0.2 

1,200 

3.1 

1.9 

0.1 

1.2 

3.0 

1.8 

50,000 

't.3 

4.1 

0.2 

0.2 

4.5 

4.3 

100,000 

6.2 

8.1 

1.0 

1.9 

7.2 

9.1 

500,000 

3.3 

0.3 

0.7 

3.0 

2.6 

0.4 

2,500,000 

7.9 

2.3 

0.1 

Traa 

5.6 

8.0 

2.4 

aEBduidth _ il2 _ dn  diA _ d23 _ m _ d3i 


50 

57.7 

35.8 

55.6 

21.9 

2.1 

19.8 

100 

27.4 

1.7 

20.6 

29.1 

6.8 

22.3 

200 

5.6 

3.3 

1.2 

2.3 

6.8 

4.5 

600 

4.0 

0.9 

2.1 

3.1 

1.9 

1.2 

1,200 

1.1 

1.3 

1.9 

0.2 

0.8 

0.6 

50,000 

2.5 

0.6 

1.0 

1.9 

1.5 

0.4 

100,000 

4.3 

3.1 

10.1 

1.2 

5.8 

7.0 

500,000 

2.3 

1.7 

1.1 

0.6 

3.4 

2.8 

2,500,000 

2.8 

1.6 

0.4 

4.4 

3.2 

1.2 

Notation:  dlj  *  IRTl  •  RTJI,  whara  RTi  •  Raaponsa  tioa  using  XFDPS.i 

(oontlnuad  on  naxt  paga) 
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Table  8.  Coapartaon  of  Response  Tiaes  from  Group  1  Bxperlaents 

Using  Different  Control  Models 
(continued) 

Relative  Differences 


Unidirectional  Ring 


Bandwidth 

d12 

d14 

d14 

6S-K 

d24 

d^4 

50 

0.13 

0.27 

0.39 

0.16 

0.47 

0.56 

100 

0.39 

0.17 

0.63 

0.27 

0.39 

0.55 

200 

0.42 

0.11 

0.48 

0.35 

0.10 

0.41 

600 

0.14 

0.06 

0.05 

0.09 

0.09 

0.00 

1,200 

0.04 

0.03 

0.07 

0.07 

0.02 

0.10 

50,000 

0.07 

0.19 

0.06 

0.13 

0.00 

0.13 

100,000 

0.12 

0.04 

0.14 

0.08 

0.01 

0.10 

500,000 

0.28 

0.22 

0.23 

0.08 

0.06 

0.02 

2,500,000 

0.07 

0.07 

0.05 

0.00 

0.02 

0.02 

Bidirectional  Ring 

Bandwidth _ d12  dn _ sLUl _ 423 _ m _ 431 


50 

0.15 

0.09 

0.27 

0.07 

0.14 

0.20 

100 

0.09 

0.06 

0.02 

0.14 

0.11 

0.03 

200 

0.01 

0.06 

0.00 

0.05 

0.02 

0.07 

600 

0.06 

0.09 

0.02 

0.03 

0.08 

0.10 

1,200 

0.06 

0.18 

0.11 

0.12 

0.05 

0.08 

50,000 

0.04 

0.09 

0.11 

0.06 

0.07 

0.02 

100,000 

0.09 

0.15 

0.18 

0.06 

0.10 

0.04 

500,000 

0.03 

0.11 

0.05 

0.08 

0.02 

0.06 

2,500,000 

0.07 

0.10 

0.10 

0.17 

0.16 

0.00 

Star 

£gadl[jLlU)l _ dl2  dn  dl4 _ 423 _ 42il _ 431 


50 

0.56 

0.14 

0.06 

0.49 

0.53 

0.08 

100 

0.35 

0.11 

0.03 

0.28 

0.34 

0.08 

200 

0.02 

0.03 

0.17 

0.02 

0.16 

0.14 

600 

0.03 

0.15 

0;01 

0.12 

0.02 

0.14 

1,200 

0.10 

0.15 

0.05 

0.06 

0.06 

0.11 

50,000 

0.05 

0.10 

0.02 

0.05 

0.06 

0.11 

100,000 

0.02 

0.00 

0.00 

0.03 

0.02 

0.00 

500,000 

0.14 

0.11 

0.17 

0.03 

0.04 

0.07 

2,500,000 

0.05 

0.16 

0.02 

0.11 

0.07 

0.17 

Notation:  dij  s  |RTi  >  RTJ|  /  Max  (RTi,  RTJ) 

(continued  on  next  page) 
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Tabl*  8.  Coaparlsoo  of  Reapona*  Tljaaa  froa  Group  1  Exporlaanta 

Oaiog  Dlff*r*at  Control  Nodola 
(oontlnuad) 


RolatlT*  Dlff*r*noea 


Fully  Conneoted 


d12 

d1? 

dl4 

d2^ 

d24 

d44 

50 

0.00 

0.01 

0.30 

0.00 

0.30 

0.31 

100 

0.15 

0.02 

0.15 

0.17 

0.00 

0.17 

200 

0.00 

0.05 

0.01 

0.05 

0.00 

0.06 

600 

0.00 

0.10 

0.10 

0.09 

0.09 

0.00 

1,200 

0.07 

0.04 

0.00 

0.03 

0.06 

0.04 

50,000 

0.10 

0.09 

0.00 

0.00 

0.10 

0.10 

100,000 

0.14 

0.18 

0.02 

0.05 

0.16 

0.20 

500,000 

0.07 

0.00 

0.02 

0.07 

0.06 

0.00 

2,500,000 

0.16 

0.05 

0.00 

0.11 

0.16 

0.06 

Tr** 

d12 

dn 

dl4 

d24 

d24 

d34 

50 

0.30 

0.19 

0.29 

0.14 

0.02 

0.13 

100 

0.29 

0.02 

0.22 

0.31 

0.09 

0.23 

200 

0.11 

0.06 

0.02 

0.05 

0.13 

0.09 

600 

0.08 

0.02 

0.04 

0.07 

0.04 

0.03 

1,200 

0.02 

0.03 

0.04 

0.00 

0.02 

0.01 

50,000 

0.06 

0.01 

0.02 

0.04 

0.03 

0.00 

100,000 

0.09 

0.07 

0.22 

0.03 

0.14 

0.16 

500,000 

0.05 

0.04 

0.03 

0.01 

0.07 

0.06 

2,500,000 

0.06 

0.04 

0.00 

0.09 

0.07 

0.03 

NoUtlon:  dlj  >  |RT1  •  RTJI  /  Hax  (RTi,  RTJ) 
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Table  9.  Coaparlaon  of  Reapona*  Tlaea  froa  Group  1  Experiaanta 
Oalng  Different  Bandwldtha  but  the  Saae  Control  Model 


Abaolute  Dlfferenoea 


Onldlreotional  Ring 


Bandwldtha 


1F0PS.1  XFDPS.2  XFDPS.3 


XPDPS.4 


50 

100 

12.6 

107.2 

109.1 

48.4 

100 

200 

76.9 

49.4 

58.8 

14.5 

200 

600 

44.9 

12.4 

37.3 

2.9 

600 

1,200 

2.9 

5.8 

1.6 

2.7 

1,200 

50,000 

3.2 

2.2 

4.5 

3.1 

50,000 

100,000 

6.6 

2.5 

4.4 

2.9 

100,000 

500,000 

5.9 

2.0 

2.1 

1.8 

500,000 

2,500,000 

6.5 

4.0 

0.4 

1.9 

Bidirectional  Ring 


Bandwldtha 


XFDPS.1  XFDPS.2  XFDPS.3 


XFDPS.4 


50 

100 

200 

600 

1,200 

50,000 

100,000 


100 

200 

600 

1,200 

50,000 

100,000 

500,000 


500,000  2,500,000 


Bandwldtha 


XPDPS.1 


XFDPS.2 


XFDPS.3 


XFDPS.it 


50  100 

100  200 

200  600 

600  1,200 

1,200  50,000 

t!8;m 

500,000  2,500,000 


(continued  on  next  page) 
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Table  9«  Coaparlaon  of  Reaponse  Tlaea  froa  Group  1  Bzperlaenta 
Oalag  Different  Control  Modela  but  the  Saae  Bandwidth 

(oontlnued) 


Fully  Connected 


Bandwidth* 

ZFDPS.1 

XFDPS.2 

ZFDPS.3 

XPDPS.4 

A_ 

b 

dab 

dab 

dab 

50 

100 

3.9 

3.8 

4.4 

17.0 

100 

200 

2.9 

4.4 

1.7 

4.0 

200 

600 

t.1 

4.1 

2.7 

0.1 

600 

1,200 

0.6 

2.1 

4.1 

1,200 

50,000 

0.8 

6.6 

5.2 

0.9 

50,000 

100,000 

0.4 

1.5 

3.6 

1.2 

100,000 

500,000 

1.6 

7.9 

6.8 

1.9 

500,000 

2,500,000 

1.5 

3.1 

0.5 

2.3 

Tree 

Bandwldths 

ZF0PS.1 

XFDPS.2 

XFDPS.3 

XFDPS.4 

e 

b 

dab 

dab 

dab 

dab 

50 

100 

97.0 

66.7 

59.5 

62.0 

100 

200 

42.4 

20.6 

47.4 

20.6 

200 

600 

3.1 

1.5 

0.7 

6.4 

600 

1,200 

3.5 

1.6 

1.3 

0.5 

1,200 

50,000 

0.1 

3.5 

1.8 

2.8 

50,000 

100,000 

1.9 

0.1 

0.6 

7.2 

100,000 

500,000 

3.1 

3.5 

1.7 

5.9 

500,000 

2,500,000 

2.1 

2.6 

1.2 

2.8 

Relative  Differencea 

Unidirectional  Ring 


Bandwldtha 
g _ b _ 

XFDPS.1 

dab 

XFDPS.2 

dab 

XFDPS.3 

dab 

XFDPS.4 

dab 

50 

100 

0.07 

0.51 

0.44 

0.43 

100 

200 

0.45 

0.48 

0.42 

0.23 

200 

600 

0.48 

0.23 

0.45 

0.06 

600 

1,200 

0.06 

0.12 

0.04 

0.06 

1,200 

50,000 

0.07 

0.05 

0.10 

0.06 

50,000 

100,000 

0.14 

0.05 

0.10 

0.06 

100,000 

500,000 

0.14 

0.04 

0.05 

0.04 

500,000 

2,500,000 

0.15 

0.08 

0.00 

0.04 

(continued  on  next  page) 
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Table  9.  Coaparlaon  of  Reaponae  Tlaea  from  Group  1  Experlnenta 
Ualng  Different  Control  Nodela  but  the  Sane  Bandwidth 

(continued) 


Bidirectional  Ring 


Bandwldtha 

a _ tL _ 

XFDPS.1 

dab 

XFDPS. 2 
dab 

XFDPS. 3 
dab 

XFDPS 

dab 

50 

100 

0.47 

0.32 

0.46 

0.30 

100 

200 

0.15 

0.24 

0.16 

0.13 

200 

600 

0.09 

0.14 

0.12 

0.09 

600 

1,200 

0.08 

0.04 

0.18 

0.01 

1,200 

50,000 

0.06 

0.03 

0.20 

0.15 

50,000 

100,000 

0.09 

0.03 

0.03 

0.00 

100,000 

500,000 

0.11 

0.02 

0.16 

0.14 

500,000  2,500,000 

0.11 

0.14 

0.11 

0.04 

Star 

Bandwldtha 

XFDPS. 1 

XFDPS. 2 

XFDPS. 3 

XFDPS, 

g _ b _ Slab _ dgb _ dab _ dab 


50 

100 

0.50 

0.27 

0.48 

0.48 

100 

200 

0.33 

0.04 

0.23 

0.17 

200 

600 

0.05 

0.00 

0.13 

0.14 

600 

1,200 

0.00 

0.08 

0.01 

0.04 

1,200 

50,000 

0.11 

0.04 

0.14 

0.08 

50,000 

100,000 

0.08 

0.05 

0.03 

0.09 

100,000 

500,000 

0.11 

0.00 

0.00 

0.07 

500,000 

2,500,000 

0.07 

0.11 

0.19 

0.09 

Fully  Connected 

Bandwldtha 

XFDPS.1 

XFDPS. 2 

XFDPS. 3 

XFDPS 

a 

b 

dab 

dab 

dab 

50 

100 

0.06 

0.07 

0.09 

0.25 

100 

200 

0.06 

0.09 

0.04 

0.08 

200 

600 

0.09 

0.09 

0.06 

0.00 

600 

1,200 

0.01 

0.07 

0.04 

0.09 

1,200 

50,000 

0.02 

0.14 

0.12 

0.02 

50,000 

100,000 

0.00 

0.04 

0.09 

0.03 

100,000 

500,000 

0.04 

0.17 

0.16 

0.04 

500,000 

2,500,000 

0.04 

0.06 

0.01 

0.05 

( continued 

on  next 

page) 
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Table  9«  Coaperiaon  of  Responae  Tlaea  froa  Group  1  Experlaaata 
Dalng  Different  Control  Modela  but  the  Saae  Bandwidth 

(continued) 


Tree 


Bandwldtha 


XFDPS. 1 


XKDPS.2 


XFDPS. 3 


XFDPS. t 


50  100  0.51  0.50  0.38  0.46 

100  200  0.45  0.31  0.50  0.28 

200  600  0.06  0.03  0.01  0.12 

600  1,200  0.07  0.04  0.03  0.01 

1,200  50,000  0.00  0.08  0.04  0.06 

50,000  100,000  0.04  0.00  0.01  0.17 

100,000  500,000  0.07  0.08  0.04  0.14 

500,000  2,500,000  0.05  0.05  0.03  0.06 


It  la  XFDPS. 4  that  provldea  a  larger  average  reaponae  tlae  than  the  other 
BOdela  when  a  fully  connected  topology  with  a  bandwidth  of  50  bytea/aee  la 
utilised. 

XFDPS. 4  >  XFDPS. 1  «  XFDPS.2  *  XFDPS. 3 

The  tree  topology  at  50  and  100  bytea/aeo  provldea  reaulta  Indicating  auperlor 
perfomanoe  by  XFDPS.2  and  XFDPS.4  over  that  of  XFDPS.1  and  XFDPS. 3. 

XFDPS. 1  >  XFDPS. 3  >  XFDPS.2  .  XFDPS.4 

A  ooaparlaon  of  the  reaulta  of  each  model  at  different  bandwldtha 
Indlcatea  very  little  variation  until  a  relatively  anall  bandwidth  la  reached. 
With  the  unidirectional  ring  no  variation  la  obaerved  until  the  bandwidth  la 
changed  from  600  to  200  bytea/aeo.  The  point  of  change  for  the  bidirectional 
ring  and  atar  topologlea  doea  not  occur  until  the  bandwidth  la  reduced  from 
100  to  50  bytea/aeo.  The  tree  topology  ahowa  a  change  when  the  bandwidth  la 
changed  from  200  to  100  bytea/aeo.  Only  XFDPS.4  ahowa  a  change  with  a  fully 
oonneoted  topology.  Thla  change  oooura  when  the  bandwidth  la  varied  froe  100 
to  50  bytea/aeo. 

Thla  group  of  ezperlaenta  deaonatratea  very  little  variation  In  average 
reaponae  tlaea.  Only  when  the  oo—unloatlon  bandwidth  la  made  very  small  la 
any  appreciable  variation  observed.  A  oomparison  of  results  among  the  models 
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Indicates  no  consistent  pattern  If  the  control  aodels  are  ordered  by  the 
average  response  tiaes  obtained  when  each  eodel  Is  utilized. 

6.2  iBCiL  Heoueata  PfclligtM  OOlS.  BmttM.  tilM.  AflOW 
6.2.1  The  tftlTlrT'IW"*'- 

The  second  group  of  experiaents  Investigated  the  effect  of  the  presence 
of  user  aessage  traffic  In  addition  to  control  aessage  traffic  on  the  com- 
auni cation  systea.  The  work  requests  In  this  set  of  experiaents  were  similar 
to  those  used  In  the  first  group  with  the  exception  that  the  object  and  data 
files  of  an  object-data  file  pair  were  located  on  different  nodes.  In  all 
cases  if  the  object  file  was  located  on  node  1,  the  data  file  was  located  on 
node  J  where 


/'l  +  1,  1  <  5 

^  *  1 

Li.  i  =  5 

As  In  the  first  group,  the  object-data  file  pairs  were  spread  evenly  across 
all  nodes  of  the  network. 

The  saae  three  factors  (control  model,  network  topology,  and  commimlca- 
tlon  link  bandwidth)  utilized  In  the  first  group  of  experiments  were  used  In 
the  second  set.  The  values  used  In  this  set  of  experiments  are  presented  In 
Table  10.  Experiments  utilizing  all  combinations  of  these  factors  were  run. 

6.2.2  OhsTvatlona 

Table  11  contains  the  average  work  request  response  times  for  the  second 
group  of  experiments.  As  with  the  group  1  data,  plots  of  average  work  request 
response  time  versus  bandwidth  for  all  control  models  are  presented  for  each 
network  topology  In  Figures  47  through  51.  Table  12  contains  a  comparison  of 
the  average  response  time  values  obtcdned  with  different  control  models  with 
the  same  network  topology  and  conmunloatlon  bandwidth.  A  comparison  of  the 
average  response  time  values  obtained  with  the  same  control  model  using  the 
same  network  topology  but  different  communication  bandwldths  Is  provided  In 
Table  13. 

The  results  obtained  with  different  control  models  does  not  provide  any 
pattern  In  which  the  control  models  can  be  ordered  according  to  average 
response  times  obtained  with  the  models.  Results  from  experiments  using  a 
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Table  10.  Varlablea  for  the  Group  2  EzperlBenta 


CQPtrol  HodbAo 

XFDPS.l 

XPDPS.P 

XFDPS.3 

XPDPS.lJ 

Ifotwrlt  TopoigiOf 

Unidirectional  Ring 
Bidirectional  Ring 
Star 

Fully  Connected 
Tree 

Co—uaication  Unk  Baodwidth 

50,000  by tea/ sec 
100,000  by tea/ sec 
500,000  by tea/ sec 


unidirectional  ring  network  topology  Indicate  aladlar  performance  charac- 
terlatlcs  for  all  models. 

XFDPS.l  =  XFDPS.2  =  XFDPS.3  =  XFDPS.4 

Experiments  utilizing  the  bidirectional  ring  Indicate  a  different  ordering  at 
each  bandwidth.  At  50,000  bytea/sec  the  average  response  time  for  XFDPS.4  la 
longer  than  those  for  the  other  models  which  have  similar  values. 

XFDPS.4  >  XFDPS.l  =  XFDPS.2  =  XFDPS.3 

No  significant  difference  Is  found  among  the  models  at  100,000  bytes/sec.  At 
500,000  bytes/sec  the  average  response  times  are  ordered  as  follows: 

XFDPS.l  »  XFDPS.3  >  XFDPS.2  >  XFDPS.4 

The  star  topology  experiences  changes  only  with  a  bandwidth  of  500,000 
bytes/sec.  In  this  case  the  average  response  time  for  XFDPS.4  is  greater  than 
that  obtained  while  utilizing  the  other  models. 

XFDPS.4  >  XFDPS.l  »  XPDPS.2  =  XFDPS.3 

At  50,000  and  500,000  bytes/sec,  experiments  with  a  fully  connected  network 
topology  provide  the  same  ordering  in  which  the  average  response  time  for 
XFDPS.4  Is  larger  than  that  obtained  with  any  of  the  other  models. 
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Table  11.  Average  Work  Request  Response  Tlse  for  Group  2 


Unidirectional  Ring 


Bandwidth 

XPDPS.1 

XPDPS.2 

1PDPS.3 

XFDPS.4 

50,000 

450.  A 

470.9 

461.3 

460.0 

100,000 

230.2 

216.2 

220.8 

229.1 

500,000 

55.1 

56.2 

56.6 

57.4 

Bidirectional  Ring 

Bandwidth _ _ gDPS.2  ifdps.^  xfdps.a 


50,000 

78.3 

70.0 

77.0 

61.7 

100,000 

49.6 

47.2 

52.4 

55.0 

500,000 

54.2 

49.6 

48.9 

61.5 

Star 

Bandwidth _ ffPPS.I _ gJ>Pa.2.  3gPPS.3 _ 


50,000 

122.4 

124.5 

120.0 

121.1 

100,000 

59.1 

58.8 

57.9 

64.1 

500,000 

54.4 

52.9 

50.4 

60.0 

Fully  Connected 

Bandwidth _ ffiCESJ _ jmSLZ _ _ lEEBS-1 


50,000 

71.1 

66.8 

69.2 

84.1 

100,000 

54.3 

48.9 

47.7 

57.0 

500,000 

48.9 

49.2 

50.0 

61.5 

Tree 

Bandwidth _ gfiffij _ _ mS&Ml _ lEBEfiJL 


50,000 

239.0 

238.2 

186.7 

214.5 

100,000 

107.0 

112.2 

115.0 

116.2 

500,000 

55.6 

61.5 

55.0 

64.4 

Note:  all  values  Are  In  seconds 
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Figure  47.  Average  Work  Request  Response  Tlae 
for  a  Unldlreotlonal  Ring  Networi 
for  Group  2  Experiments 
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Figure  48.  Average  Work  Request  Response  Tine  vs.  Bandwidth 
for  a  Bidirectional  Ring  Network  Topology 
for  Group  2  Experiments 
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60  100  600 

Baadwidtk  (Kbytoi/at«) 

Figure  50.  Average  Work  Request  Response  Tlae  vs.  Bandwidth 
for  a  Fully  Conneoted  Network  Topology 
for  Group  2  Experlaents 
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60  100  600 
Baadwidtk  (Kbytaa/aaa) 

Figure  51.  Average  Vork  Request  Raaponsa  Tlaa  vs.  Bandwidth 

for  a  Tree  Network  Topology 
for  Group  2  Bxparlaents 
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Table  12.  Coaparlaon  of  Reaponse  Tlaes  froa  Oroup  2  Experlaents 

Using  Different  Control  Models 


Absolute  Differences 


Unidirectional  Ring 


d12 

d1^ 

dU 

d2^ 

d24 

d^4 

50,000 

20.5 

10.9 

9.6 

9.6 

10.9 

1.3 

100,000 

1A.0 

9.M 

1.1 

4.6 

12.9 

8.3 

500,000 

1.1 

1.5 

2.3 

0.4 

1.2 

0.8 

Bidirectional  Ring 

BandWAdtb _ 112 _ 113 _ din  d2^  d2it  d^U 


50,000 

8.3 

1.3 

16.6 

7.0 

8.3 

15.3 

100,000 

2.4 

2.8 

5.4 

5.2 

7.8 

2.6 

500,000 

4.6 

5.3 

7.3 

Star 

0.7 

11.9 

12.6 

Bandwidth _ _ 113 _ dl4  d2^  d24 _ ^ 


50,000 

2.1 

2.4 

1.3 

4.5 

3.4 

1.1 

100,000 

0.3 

1.2 

5.0 

0.9 

5.3 

6.2 

500,000 

1.5 

4.0 

5.6 

2.5 

7.1 

9.6 

Fully  Connected 

Bandwidth 

d12 

dn 

d14 

dP^ 

d24 

d-^A 

50,000 

4.3 

1.9 

13.0 

2.4 

17.3 

14.9 

100,000 

5.4 

6.6 

2.7 

1.2 

8.1 

9.3 

500,000 

0.3 

1.1 

12.6 

0.8 

12.3 

11.5 

Tree 

dl2 

dn 

dl4 

d2^ 

d24 

d^4 

50,000 

0.8 

52.3 

24.5 

51.5 

23.7 

27.8 

100,000 

5.2 

8.0 

9.2 

2.8 

4.0 

1.2 

500,000 

5.9 

0.6 

8.8 

6.5 

2.9 

9.4 

Notation:  dlj  s  |RT1  -  RTJI,  where  RTl  s  Response  tine  using  XFDPS.i 
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Tabl*  12.  Coaparlson  of  Roaponao  Tlaaa  froa  Group  2  Bxpariaanta 

Ualac  DlffOFMt  Control  Nodala 
(oontlnuad) 


RalatlTo  Dlf faranoas 


Unldlraotlonal  Ring 


d12 

d1^ 

dl4 

d24 

d24 

d^4 

50.000 

0.04 

0.02 

0.02 

0.02 

0.02 

0.00 

100,000 

0.06 

0.04 

0.00 

0.02 

0.06 

0.04 

500,000 

0.02 

0.03 

0.04 

0.00 

0.02 

0.01 

Bldlraetlonal  Ring 

Bammidth  d12 _ dn  d1» _ d23 _ d2jl _ dSi 


50,000 

0.11 

0.02 

0.21 

0.09 

0.12 

0.20 

100,000 

0.05 

0.05 

0.10 

0.10 

0.14 

0.05 

500,000 

0.08 

0.10 

0.12 

0.01 

0.19 

0.20 

Star 

d12 

d1^ 

d14 

d24 

d24 

d44 

50,000 

0.02 

0.02 

0.01 

0.04 

0.03 

0.00 

100,000 

0.00 

0.02 

0.08 

0.02 

0.08 

0.10 

500,000 

0.03 

0.07 

0.09 

0.05 

0.12 

0.16 

Fulljr  Conneotad 

d12 

dn 

d14 

d23 

d24 

d^4 

50,000 

0.06 

0.03 

0.15 

0.03 

0.21 

0.18 

100,000 

0.10 

0.12 

0.05 

0.02 

0.14 

0.16 

500,000 

0.00 

0.02 

0.20 

0.02 

0.20 

0.19 

Traa 

d12 

d1^ 

d14 

d24 

d24 

d44 

50,000 

0.00 

0.22 

0.10 

0.22 

0.10 

0.13 

100,000 

0.05 

0.07 

0.08 

0.02 

0.03 

0.01 

500,000 

0.10 

0.01 

0.14 

0.11 

0.05 

0.15 

NoUtlon:  dlj  >  |RT1  -  RTJI  /  Max  (RTi,  RTJ) 
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Tabl*  13.  CoBpariaon  of  Raapona*  Tiaas  froa  Group  2  Bxperlaeata 
Qalng  Dlffarant  Bandwidths  but  the  Saae  Control  Model 


Abaolute  Dlfferenoea 


Unidlreotional  Ring 


Bandwidths 

ZPOPS.I 

XFDPS.2 

XFDPS.3 

XFDPS.4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

220.2 

254.7 

240.5 

230.9 

100,000 

500,000 

175.1 

160.0 

164.2 

171.7 

Bidirectional  Ring 

Bandwidths 

XF0PS.1 

XFDPS.2 

XFDPS.3 

XFDPS.4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

28.7 

22.8 

24.6 

6.7 

100,000 

500,000 

4.6 

2.4 

3.5 

6.5 

Star 

Bandwidths 

XPOPS.I 

XFDPS.2 

XFDPS.3 

XFDPS.4 

a . 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

83.3 

65.7 

62.1 

57.0 

100,000 

500,000 

4.7 

5.9 

7.5 

4.1 

Fully  Connected 

Bandwidths 

XFDPS.1 

XFDPS.2 

XFDPS.3 

XPDPS.4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

16.8 

17.9 

21.5 

27.1 

100,000 

500,000 

5.4 

0.3 

2.3 

4.5 

Tree 

Bandwidths 

XFDPS.I 

XFDPS.2 

XFDPS.3 

XFDPS.4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

132.0 

126.0 

71.7 

98.3 

100,000 

500,000 

51.4 

50.7 

60.0 

51.8 

(continued  on  next  page) 
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Table  I3.  Coaparlaoa  of  Reaponae  Tlaea  froa  Group  1  Bxperlaents 
Uaiog  Different  Control  Nodela  but  tbe  Saae  Bandwidth 

(continued) 


Relative  Differenoea 


Onidireotional  Ring 


Bandvidtha 

XFDPS.  1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

0.119 

0.54 

0.52 

0.50 

100,000 

500,000 

0.76 

0.74 

0.74 

0.75 

Bldlreotional  Ring 

Bandwidtha 

XFDPS. 1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a 

b  _ 

dab 

dab 

dab 

dab 

50,000 

100,000 

0.37 

0.33 

0.32 

0.11 

100,000 

500,000 

0.08 

0.05 

0.07 

0.11 

Star 

Bandwidtha 

XFDPS. 1 

XFDPS.  2 

XFDPS.  3 

XFDPS. 4 

a. 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

0.52 

0.53 

0.52 

0.47 

100,000 

500,000 

0.08 

0.10 

0.13 

0.06 

Fully  Connected 

Bandwidtha 

XFDPS. 1 

XFDPS.2 

XFDPS.  3 

XFDPS. 4 

a 

b 

dab 

dab 

d^b 

50,000 

100,000 

0.24 

0.27 

0.31 

0.32 

100,000 

500,000 

0.10 

0.00 

0.05 

0.07 

Tree 

Bandwidtha 

XFDPS. 1 

XFDPS.2 

XFDPS. 3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

50,000 

100,000 

0.55 

0.53 

0.38 

0.46 

100,000 

500,000 

0.48 

0.45 

0.52 

0.45 
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XPDPS.4  >  ZPDPS.1  >  XP0PS.2  >  XPDPS.3 

At  100(000  bytes/seo  XFDPS. 1  and  XFDPS.A  provide  alallar  valuea  which  are  lar¬ 
ger  than  thoae  provided  by  XFDPS. 2  and  XFDPS. 3* 

XFDPS. 1  =  XFDPS. 4  >  XFDPS. 2  «  XPDPS.3 

The  tree  network  topology  dlaplaya  differences  only  with  a  bandwidth  of  50,000 
bytes/sec.  The  ordering  in  this  case  is  as  follows: 

XFDPS. 1  *  XFDPS. 2  >  XFDPS. 3  >  XFDPS. 4 

A  comparison  of  average  response  time  values  obtained  with  the  same 
control  model  and  network  topology  but  varying  the  bandwidth  Indicates  changes 
at  all  bandwldths  for  all  models  when  both  the^  unidirectional  ring  and  tree 
network  topologies  are  used.  Experiments  utilizing  XFDPS. 4  and  the  bidirec¬ 
tional  ring  network  topology  demonstrate  no  significant  variance  among  the 
results  obtained  with  the  three  bandwldths  (50,000,  100,000,  and  500,000 
bytes/sec)  used  in  these  experiments.  Experiments  with  the  bidirectional  ring 
demonstrated  differences  for  the  other  models  when  comparing  values  obtained 
at  50,000  bytes/sec  to  those  obtained  at  100,000  bytes/sec.  The  results 
obtained  from  the  star  and  fully  connected  network  topologies  demonstrate 
differences  in  average  response  time  values  obtained  with  50,000  and  100,000 
bytes/sec  bandwldths.  This  holds  true  for  experiments  conducted  with  all 
control  models. 

6.3  Work  Recueata  Requiring  Little  Computation 
6.3.1  The 

The  third  group  of  experiments  was  designed  to  demonstrate  that 
differences  in  the  performance  of  the  control  models  do  exist  and  that  this 
difference  can  be  observed  when  the  time  representing  control  overhead 
approaches  the  required  service  time  for  a  work  request.  Each  work  request  in 
this  group  of  experiments  named  only  an  object  file  which  performed  a  very 
short  computation.  No  data  file  accesses  were  required.  The  probability  that 
a  work  request  arriving  at  any  node  named  an  object  file  residing  on  node  1 
was  1/5  for  1*1  to  5. 

In  this  set  of  experiments  the  following  three  factors  were  varied:  1) 
control  model,  2)  network  topology,  and  3)  coanunlcation  link  bandwidth.  The 
values  used  in  this  group  of  experiments  are  presented  In  Table  14. 
Experiments  employing  all  possible  combinations  of  these  factors  were  conduc- 
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Tabln  14.  Variables  for  the  Group  3  Experlaents 


Control  Itedflia 

XFDPS.1 

XPDPS.2 

XFDPS.3 

XPDPS.4 

MotworK  ToooIoky 

Unidirectional  Ring 
Bidirectional  Ring 
Star 

Fully  Connected 
Tree 

CoMiunloation  Link  Bandwidth 

1,200  by tee/ sec 
50,000  bytes/sec 
100,000  bytes/ sec 
500,000  bytes/sec 
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6.3*2  Ob— w^etlone 

The  veluea  for  average  reepon—  times  obtained  in  the  third  gt*oup  of 
experiments  are  presented  in  Table  15.  A  graphical  representation  of  this 
data  separated  on  the  basis  of  netmork  topology  is  given  in  Figures  52  through 
56.  A  comparison  of  the  average  response  time  values  obtained  using  the  same 
network  topology  and  communication  bandwidth  but  different  control  models  is 
provided  in  Table  16.  A  comparison  of  the  values  obtained  with  the  same 
network  topology  and  control  model  but  different  bandwidth  is  provided  in 
Table  17. 

In  this  group  of  experiments,  a  pattern  is  observed  for  the  ordering  of 
control  models  based  on  the  average  response  times  obtained  utilizing  these 
models.  The  following  ordering  is  observed: 

XFDPS.4  >  XFDPS.1  >  XFDPS.3  >  XFDPS.2 

This  ordering  is  typically  observed  in  experiments  utilizing  bandwldths  of 
1200  bytes/sec  for  all  network  topologies.  In  experiments  using  the  higher 
bandwldths,  the  distinction  between  models  XFDPS.1,  XFDPS.2,  and  XFDPS.3 
disappear,  but  the  average  response  times  obtained  with  XFDPS.4  remain 
significantly  larger  than  those  obtained  with  the  other  models. 

When  comparing  the  values  for  average  response  times  obtained  from 
experiments  conducted  with  the  unidirectional  ring,  bidirectional  ring,  and 
star  network  topologies  using  the  same  control  model  but  varying  the  com¬ 
munication  bandwidth,  one  observes  changes  at  all  bandwldths.  Experiments 
utilizing  the  fully  connected  and  tree  network  topologies  provide  changes  at 
all  bandwldths  for  only  XFDPS.4.  All  other  models  demonstrate  variances  only 
at  a  bandwidth  of  1200  bytes/sec. 

6.4  Mixed  Population  of  Work  Raouasts 
6.4.1  The  Biivt tv>n— nt 

The  behavior  of  average  response  time  for  different  types  of  Jobs  when 
the  ratio  of  Jobs  is  varied  is  Investigated  in  the  fourth  group  of 
experiments.  The  two  types  of  work  requests  utilized  in  this  set  of 
experiments  will  be  referred  to  —  type  1  and  2  respectively.  Type  1  work 
requests  are  identical  to  those  u— d  in  the  third  group  of  experiments.  They 
are  characterized  by  accessing  no  data  files  and  requiring  very  little  proces¬ 
sing  time  to  complete.  The  object  files  named  in  the  work  requests  are  spread 
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Table  15.  Average  Work  Request  Response  Tlae  for  Group  3 


Dnldlreotlonal  Ring 


1,200 

>i.9 

- _ 

0.6 

3.4 

2.1 

50,000 

O.OAI 

0.038 

0.039 

0.047 

100,000 

0.033 

0.031 

0.032 

0.037 

500,000 

0.027 

0.025 

0.026 

0.031 

Bidirectional 

Ring 

Bandwidth 

XPDPS.1 

XPDPS.2 

XPDPS.^ 

XFDPS.4 

1,200 

0.59 

0.37 

0.49 

2.04 

50,000 

0.032 

0.030 

0.031 

0.046 

100,000 

0.028 

0.026 

0.027 

0.036 

500,000 

0.024 

0.022 

0.023 

0.030 

Star 

XPDPS.1 

XFDPS.2 

XFDPS.'? 

XPDPS.4 

1,200 

0.86 

0.29 

0.69 

3.21 

50,000 

0.034 

0.027 

0.032 

0.058 

100,000 

0.029 

0.024 

0.027 

0.045 

500,000 

0.025 

0.021 

0.024 

0.034 

Fully  Connected 

XFDPS.1 

XFDPS.2 

XFDPS.^ 

XPDPS.4 

1,200 

0.26 

0.26 

0.23 

1.96 

50,000 

0.026 

0.026 

0.026 

0.044 

100,000 

0.024 

0.023 

0.024 

0.035 

500,000 

0.022 

0.021 

0.022 

0.030 

Tree 

Bandwidth 

XFDPS.1 

XFDPS.2 

XFDPS.3 

XPDPS.4 

1,200 

1.12 

0.36 

0.85 

4.01 

50,000 

0.035 

0.030 

0.033 

0.069 

100,000 

0.029 

0.026 

0.029 

0.051 

500,000 

0.025 

0.022 

0.025 

0.038 

Note:  all  values  are  in  seconds 
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I 


Bandwidth  (Kbrlaa/aae) 

Figure  52.  Average  Work  Requeat  Response  Tlae  vs.  Bandwidth 
for  a  Unidirectional  Ring  Network  Topology 
for  Group  3  Experiments 
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Bandwidth  (Kbyte*/***) 

Figure  53.  Average  Work  Request  Response  Tlae  vs.  Bandwidth 
for  a  Bidirectional  Ring  Network  Topology 
for  Group  3  Experiments 
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Bandwidth  (Kbytee/eee) 

Figure  5*».  Average  Work  Request  Response  Tine  vs.  Bandwidth 

for  a  Star  Network  Topology 
for  Group  3  Experiments 
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Baa4wldth  (Kbptai/aaa) 

Figura  55.  Avaraga  Work  Raquaat  Raaponaa  Tlaa  va.  Bandwidth 
for  a  Fully  Connaetad  Natwork  Topology 
for  Group  3  BxparlMnta 
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Bandwidth  (Kbjtai/aae) 

Figure  56.  Average  Work  Request  Response  Tine  vs.  Bandwidth 

for  a  Tree  Network  Topology 
for  Group  3  Experlnents 
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Table  16.  Coaparlson  of  Reaponae  Tlaea  from  Group  3  Experioanta 

Oalng  Different  Control  Modela 


Abaolute  Differencea 


Unidirectional  Ring 


d12 

dn 

dl4 

d2^ 

d24 

d^4 

1,200 

A.  300 

1.500 

2.800 

2.800 

1.500 

1.300 

50,000 

0.003 

0.002 

0.006 

0.001 

0.009 

0.008 

100,000 

0.002 

0.001 

0.004 

0.001 

0.006 

0.005 

500,000 

0.002 

0.001 

0.004 

0.001 

0.006 

0.005 

Bidirectional  Ring 

BgPdrtdth _ il2 _ dn  diA  d2^  d2» 


1,200 

0.220 

0.100 

1.450 

0.120 

1.670 

1.550 

50,000 

0.002 

0.001 

0.014 

0.001 

0.016 

0.015 

100,000 

0.002 

0.001 

0.008 

0.001 

0.010 

0.009 

500,000 

0.002 

0.001 

0.006 

0.001 

0.008 

0.007 

Star 

d12 

dn 

d14 

d2^ 

d24 

d^4 

1,200 

0.570 

0.170 

2.350 

0.400 

2.920 

2.520 

50,000 

0.007 

0.002 

0.024 

0.005 

0.031 

0.026 

100,000 

0.005 

0.002 

0.016 

0.003 

0.021 

0.018 

500,000 

0.004 

0.001 

0.009 

0.003 

0.013 

0.010 

Fully  (k>nnected 

BMdwldth  dl2 _ dl3 _ dVfL  d23 _ _ dH 


1 

,200 

0.000 

0.030 

1.700 

0.030 

1.700 

1.730 

50 

,000 

0.000 

0.000 

0.018 

0.000 

0.018 

0.018 

100 

,000 

0.001 

0.000 

0.011 

0.001 

0.012 

0.011 

500 

,000 

0.001 

0.000 

0.008 

0.001 

0.009 

0.008 

Notation:  dlj  c  iRTi  -  RTJI,  where  RTl  >  Reaponae  tlae  uaing  XFDPS.l 

(continued  on  next  page) 


Georgia  Znatltute  of  Technology 


FDPS  Control 


Page  132 


SZHULATIOir  RBSOLTS 


Seotlon  6 


Table  16.  Comparlaon  of  Response  Tlaes  froa  Group  3  Ezperiaents 

Using  Ulfferent  Control  Models 
(oontlnued) 


Absolute  Differences 


Tree 


Bandwidth 

d12 

d1^ 

din 

d2^ 

d24 

d^A 

1,200 

0.760 

0.270 

2.890 

0|490 

3.650 

3.160 

50,000 

0.005 

0.002 

0.03M 

0.003 

0.039 

0.036 

100,000 

0.003 

0.000 

0.022 

0.003 

0.025 

0.022 

500,000 

0.003 

0.000 

0.013 

0.003 

0.016 

0.013 

Notation:  dlj  s  |RT1  -  RTJI,  where  RTl  s  Response  time  using  XFDPS.i 


Relative  Differences 


Unidirectional  Ring 


Bandwidth 

d12 

dn 

dl4 

d2^ 

d24 

d^4 

1,200 

0.88 

0.31 

0.57 

0.82 

0.71 

0.38 

50,000 

0,07 

0.05 

0.13 

0.03 

0.19 

0.17 

100,000 

0.06 

0.03 

0.11 

0.03 

0.16 

0.14 

500,000 

0.07 

0.04 

0.13 

0,04 

0.19 

0.16 

Bidirectional 

Ring 

Bandwidth  d12  dn  dHt  <12^  d24 _ 431 


1,200 

0.37 

0.17 

0.71 

0.24 

0.82 

0.76 

50,000 

0.06 

0.03 

0.30 

0.03 

0.35 

0.33 

100,000 

0.07 

0.04 

0'.22 

0.04 

0.28 

0.25 

500,000 

0.08 

0.04 

0.20 

0.04 

0.27 

0.23 

Notation:  dlJ  >  |RT1  -  RTJI  /Max  (RTl,  RTJ) 

(oontlnued  on  next  page) 
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Table  16.  Coaparlson  of  Response  Tlaes  fron  Group  3  Bxperlaents 

Using  Different  Control  Models 
(continued) 


Relative  Differences 


Star 


Bandwidth 

d12 

dn 

d14 

d2^ 

d24 

d44 

1,200 

0.66 

0.20 

0.73 

0.58 

0.91 

0.79 

50,000 

0.21 

0.06 

0.41 

0.16 

0.53 

0.45 

100,000 

0.17 

0.07 

0.36 

0.11 

0.47 

0.40 

500,000 

0.16 

0.04 

0.26 

0.13 

0.38 

0.29 

Fully  (^nneoted 

BgBdwidtb _ di2  dn  diA  d2^ _ iza _ dsa. 


1,200 

0.00 

0.12 

0.87 

0.12 

0.87 

0.88 

50,000 

0.00 

0.00 

0.41 

0.00 

0.41 

0.41 

100,000 

0.04 

0.00 

0.31 

0.04 

0.34 

0.31 

500,000 

0.05 

0.00 

0.27 

0.05 

0.30 

0.27 

Tree 

Bgadmdtb _ 012 _ fll3 _ dll _ d23 _ 62k _ 63k. 


1,200 

0.68 

0.24 

0.72 

0.58 

0.91 

0.79 

50,000 

0.14 

0.06 

0.49 

0.09 

0.57 

0.52 

100,000 

0.10 

0.00 

0.43 

0.10 

0.49 

0.43 

500,000 

0.12 

0.00 

0.34 

0.12 

0.42 

0.34 

Notation:  dlj  >  |RT1  -  RTJ|  /  Max  (RTl,  RTJ) 
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Table  17.  Coaparieon  of  Responae  Tlaes  from  Oroup 
Using  Different  Bandwidthe  but  the  Same 


3  Experiments 
Control  Model 


Absolute  Differences 


Unidirectional  Ring 


Bandvidtha 

XFDPS.  1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a. 

_b  _ 

dab 

dab 

dab 

dab 

1,200 

50,000 

4.9 

0.6 

3.4 

2.1 

50,000 

100,000 

0.0 

0.0 

0.0 

0.0 

100,000 

500,000 

0.0 

0.0 

0.0 

0.0 

Bidirectional  Ring 

Bandwidths 

XFDPS.  1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.6 

0.3 

0.5 

2.0 

50,000 

100,000 

0.0 

0.0 

0.0 

0.0 

100,000 

500,000 

0.0 

0.0 

0.0 

0.0 

Star 

Bandwidths 

XFDPS.  1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.8 

0.3 

0.7 

3.2 

50,000 

100,000 

0.0 

0.0 

0.0 

0.0 

100,000 

500,000 

0.0 

0.0 

0.0 

0.0 

Fully  Connected 

Bandwidths 

XFDPS.  1 

XFDPS. 2 

XFDPS.  3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.2 

0.2 

0.2 

1.9 

50,000 

100,000 

0.0 

0.0 

0.0 

0.0 

100,000 

500,000 

0.0 

0.0 

0.0 

0.0 

(continued  on  next  page) 
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Table  17.  Coaparison  of  Reaponse  Tiaea  froa  Group  1  Bzperlaenta 
Ualng  Different  Control  Modela  but  the  Saae  Bandwidth 

(oontlnued) 


Abaolute  Differencaa 


Tree 


Bandwidtha 

A _ h_ 

XFDPS. 1 
dab 

XFDPS. 2 
dab 

XFDPS. 3 
dab 

XFDPS. 4 
dab 

1,200 

50,000 

1.1 

0.3 

0.8 

3.9 

50,000 

100,000 

0.0 

0.0 

0.0 

0.0 

100,000 

500,000 

0.0 

0.0 

0.0 

0.0 

Bandwidtha 

_ b _ 

Relative  Differencaa 

Unldireotional  Ring 

XFDPS. 1  XFDPS.2  XFDPS.3 

_ dab _ dab _ dab _ 

XFDPS. 4 
dab 

1,200 

50,000 

0.99 

0.94 

0.99 

0.98 

50,000 

100,000 

0.20 

0.18 

0.18 

0.21 

100,000 

500,000 

0.18 

0.19 

0.19 

0.16 

Bldlreotlonal  Ring 

Bandwidtha 

XFDPS.  1 

XFDPS.2 

XFDPS.3 

XFDPS.  4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.95 

0.92 

0.94 

0.98 

50,000 

100,000 

0.13 

0.13 

0.13 

0.22 

100,000 

500,000 

0.14 

0.15 

0.15 

0.17 

Star 

Bandwidtha 

XFDPS.  1 

XFDPS.2 

XFDPS.3 

XFDPS.  4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.96 

0.91 

0.95 

0.98 

50,000 

100,000 

0.15 

0.11 

0.16 

0.22 

100,000 

500,000 

0.14 

0.13 

0.11 

0.24 

(continued  on  next  page) 
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Table  17.  Conparlson  of  Response  Tlaes  from  Group  1  Experiments 
Using  Different  Control  Models  but  the  Same  Bandwidth 

(continued) 


Relative  Differences 


Fully  Connected 


Bandwldtbs 

IFDPS. 1 

XFDPS.  2 

XFDPS. 3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.90 

0.90 

0.89 

0.98 

50,000 

100,000 

0.08 

0.12 

0.08 

0.20 

100,000 

500,000 

0.08 

0.09 

0.08 

0.14 

Tree 

Bandwldths 

XFDPS.  1 

XFDPS. 2 

XFDPS. 3 

XFDPS. 4 

a 

b 

dab 

dab 

dab 

dab 

1,200 

50,000 

0.97 

0.92 

0.96 

0.98 

50,000 

100,000 

0.17 

0.13 

0.12 

0.26 

100,000 

500,000 

O.U 

0.15 

0.11» 

0.25 

evenly  across  all  nodes  of  the  network. 

The  type  2  work  requests  are  Identical  to  those  used  in  the  second  group 
of  experiments.  Object-data  file  pairs  are  named  in  the  work  requests.  In 
each  case  the  object  file  and  data  file  reside  on  different  nodes.  If  the 
object  file  resides  on  node  1,  the  data  file  resides  on  node  J  where 


^  /i  ♦  1,  1  <  5 
\  1,  1=5 

The  object-data  file  pairs  are  spread  evenly  across  all  nodes. 

In  this  set  of  experiments  the  following  two  sets  of  factors  are  varied; 
control  model  and  ratio  of  type  1  and  typo  2  Jobs.  In  nil  experiments  a 
unidirectional  ring  network  topology  with  a  communication  bandwidth  of  50,000 
bytes  per  second  is  utilized.  The  control  models  used  in  these  experiments 


Oeormla  Institute  of  Technology 


PDFS  Control 


S«otlon  6 


SIMULATION  RESULTS 


PM«  137 


are  ZFDPS.1,  ZFDPS.2,  JFDPS.3,  and  XPDPS.4.  The  ratio  of  type  1  to  type  2 
work  requeata  In  the  population  of  work  requeata  la  Initialized  at  the  follow-^ 
ing  different  valuea:  1C{,  and  90S  type  2  work  requeata.  The  actual 
ratio  obaerved  in  each  experinent  ia  reported  in  the  reaulta  deacrlbed  oelow. 

6.4.2  Obaervatlona 

Table  18  oontalna  the  average  work  requeat  reaponae  tlmea  for  the  fourth 
group  of  experlnenta.  A  plot  of  average  work  requeat  reaponae  tine  for  type  1 
work  requeata  veraua  the  fraction  of  work  requeata  which  were  type  2  work 
requeata  ia  provided  in  Figure  57.  A  alwllar  plot  for  type  2  i^ork  requests  is 
provided  in  Figure  58 ,  and  one  for  all  work  requeata  is  found  in  Figure  59. 

The  Inpact  of  an  increaae  in  cogaunlcation  traffic  as  a  result  of 
increasing  the  frequency  of  type  2  work  requests  on  the  average  work  request 
response  time  for  type  1  Jobs  is  observed.  The  increase,  though,  does  not 
persist,  and  the  average  response  tines  decline  somewhat  as  the  percentage  of 
type  2  Jobs  approaches  extreaely  high  values.  The  values  obtained  with  the 
different  control  models  indicate  that  XFDPS.4  results  are  consistently  higher 
than  those  of  all  other  models.  XFDPS.2  performs  the  best  when  the  smallest 
percentage  of  type  2  work  requests  is  present,  but  its  performance  degrades 
more  than  XFDPS.1  and  XFDPS.2  as  higher  percentages  of  type  2  work  requests 
are  observed.  The  results  using  XFDPS.1  and  XFDPS.3  do  not  differ  very  much. 

The  average  response  time  for  type  z  work  requests  also  increases  as  the 
percentage  of  these  work  requests  increases.  The  values  for  average  response 
tine,  though,  appear  to  remain  relatively  unchanged  after  the  relative  per¬ 
centage  of  type  2  work  requests  reaches  fifty  percent.  The  average  response 
tines  obtained  with  XF0PS.2  are  less  than  those  obtained  with  the  other  models 
when  the  percentage  of  type  2  work  requests  is  the  smallest,  but  the 
differences  decrease  significantly  as  the  Job  mix  is  Increased  in  favor  of 
type  2  work  requests. 

When  both  types  of  Jobs  are  considered  together,  an  increase  in  average 
work  request  response  time  is  observed  as  the  frequency  of  type  2  work 
requests  is  increased.  Differences  among  the  results  obtained  with  the 
different  models  is  not  observed. 
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Table  18.  Average  Work  Request  Response  Tine  for  Group  4 


XFDPS.1 


Predicted* 

Actual 

Average  Work  Request  Response 

Time  (sec) 

Job  Mix 

Job  Mix 

Tydc  1** 

Tvoe  2*** 

All 

0 

0 

0.041 

0.041 

10 

8.82 

0.450 

99.1 

9.15 

50 

46.6 

0.708 

148.5 

69.6 

90 

94.3 

0.587 

157.7 

148.8 

Predicted* 

Actual 

XFDPS.2 

Average  Work 

Request  Response 

Tine  (sec) 

Job  Mix 

Job  Mix 

Tvoe  1** 

Tvoe  2*** 

All 

0 

0 

0.038 

0.038 

10 

11.7 

0.233 

55.5 

6.70 

50 

46.5 

0.875 

150.0 

70.3 

90 

92.3 

0.681 

147.7 

136.3 

Predicted* 

Actual 

XFDPS.3 

Average  Work  Request  Response 

Time  (sec) 

Jgb 

Jol?  Mix 

lyjBfl,  1** 

lypg.iS*** 

AU. 

0 

0 

0.039 

0.039 

10 

8.73 

0.422 

97.1 

8.87 

50 

51.4 

0.724 

172.1 

88.8 

90 

90.4 

0.665 

171.9 

155.4 

Predicted* 

Actual 

XFDPS.  4 

Average  Work 

Request  Response  Time  (sec) 

jgja  mx 

Job  Mix 

Type  1** 

Type  2*** 

Ail 

0 

0 

0.047 

0.047 

10 

9.3** 

1 .08 

90.1 

9.39 

50 

48.4 

1.38 

161.0 

78.6 

90 

94.1 

1.19 

147.9 

139.3 

*  Percent  of  all  work  requests  that  are  type  2  work  requests 

••  Type  1  work  requests 

compute  for  a  short  Interval  and 

access  no 

files 

•**  Type  2 

work  requests 

compute  for  a 

relatively  long  interval  and 

access 

files  residing  on  distant  nodes 
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0  26  60  76  100 

PareaBtaga  of  Type  2  Joba 

Figure  57.  Average  Work  Request  Reapouse  Tlae  vs.  Job  Mix 
for  Type  1  Jobs  In  the  Group  A  Ezperlaents 
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6.5  aifliilatiofl  oL  A  Sioa.  Jcda  Httiwrk 

6.5*1  The  BnTiroMMnt 

This  set  of  experiments  was  considered  separately  from  the  four  groups 
of  experiments  described  above  because  Its  purpose  was  not  to  analyze  the 
relative  performance  of  the  control  models.  These  experiments  were  designed 
to  provide  a  standard  upon  which  the  other  results  could  be  compared  In  order 
to  determine  the  Impact  of  distributed  processing  on  average  response  time  for 
work  requests. 

In  this  set  of  experiments,  the  network  consisted  of  only  a  single  node. 
This  single  node  was  Identical  to  the  nodes  used  In  the  other  experiments. 
The  work  requests  named  object-data  file  pairs  in  which  the  script  for  the 
object  file  was  the  same  as  that  onployed  In  the  first  two  groups  of 
experiments.  Since  there  was  no  Internode  communication,  the  choice  of  the 
control  model  was  of  no  consequence,  and  therefore  XFDPS.1  was  arbitrarily 
selected. 

6.5.2  Qbaervatlona 

Five  simulations  were  conducted  and  the  results  of  those  runs  are 
presented  In  Table  19.  The  values  for  average  response  time  from  these 
experiments  are  similar  to  those  found  In  the  first  group  of  experiments  when 
bandwidths  greater  than  600  bytes/sec  are  used  (see  Table  7). 
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Table  19.  Average  Work  Requeat  Response  Tloe  for 
a  Single  Mode  Network 


Average  Respone*  Tiae 
AiH  _  (MQ) _ 


1 

2 

3 

4 

5 


44.6 

44.1 

43.7 
43.7 

44.2 


Mean :  44.1  seconds 

Standard  Deviation:  0.38 
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SECTION  7 

ANALYSIS  OP  THE  SIMOLATICM  EXPERIMENTS 

In  this  chapter,  the  data  obtained  from  the  simulation  experiments  Is 
analyzed.  The  first  section  presents  an  analysis  of  the  results  of  simulation 
experiments  involving  a  single  node  network.  The  second  section  analyzes  the 
three  groups  of  experiments  Involving  the  simulation  of  an  POPS  environment. 

Analysis  of  the  simulation  data  would  be  Incomplete  without  a  state^cent 
as  to  the  validity  of  the  results  as  predictors  of  results  obtained  from  real 
systems.  In  the  analysis  of  the  single  node  network  experiments,  the  simula¬ 
tion  data  Is  compared  to  data  obtained  from  an  analytical  model  which  has  been 
established  as  a  good  predictor  by  comparison  with  data  obtained  from  actual 
running  systems.  The  results  of  this  comparison  indicate  that  the  simulation 
data  Is  quite  similar  to  the  analytically  obtained  data. 

Validation  of  the  simulation  data  obtained  from  experiments  with  five 
node  networks  ceinnot  be  accomplished  by  the  same  means  because  analytical 
models  have  not  yet  been  developed  and  there  does  not  exist  running  systems 
from  which  real  data  can  be  obtained.  Therefore,  the  simulation  data  cannot 
be  validated,  but  confidence  In  the  predictability  of  the  trends  In  the 
behavior  of  the  control  models  can  still  be  developed  by  comparing  the 
conclusions  obtained  with  this  simulation  data  to  the  conclusions  made  by 
other  experimenters  using  simulation  techniques. 

7.1  Single  Mode  Network  Exoarlmanta 

The  single  node  network  simulated  In  this  set  of  experiments  can  be 
considered  to  be  a  simple  timesharing  system.  Timesharing  systems  have  been 
extensively  studied  resulting  in  the  construction  of  analytical  models 
describing  these  systems. 

Figure  60  depicts  a  model  of  a  timesharing  system.  There  is  a  fixed 
number  of  user  terminals  M  that  are  serviced  by  a  single  server  S.  Work  from 
the  terminals  Is  fed  Into  a  single  queue  that  is  serviced  by  a  round  robin 
policy.  "Think  time,"  the  average  delay  between  work  requests  from  a  given 
terminal.  Is  assumed  to  be  exponentially  distributed  with  a  mean  of  1/L.  The 
average  service  time  for  each  work  request  is  also  assumed  to  be  exponentially 
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distributed  with  mean  of  1/u.  The  probability  of  finding  m  terminals  actively 

competing  for  the  server  S  la  denoted  by  P^*  •^•***E*  response  time  for  a 
work  request  is  denoted  by  T.  Clelnrock  [Klei68]  gives  the  following  result 
for  computing  T: 


T  =  M 

u  •  (1  -  PO) 


L 


where  PO 


-1 


< 


- >|  1  I-. 


- >1  2  I- 


< - 


I 

I 


I 

T 


i 


t 


> 


I  I 
- >1  s  I 


N  B  number  of  terminals 
S  z  the  server 


Figure  60.  Model  of  a  Timesharing  System 


This  result  can  be  used  to  compare  analytically  predicted  average 
response  times  with  values  obtained  by  means  of  simulation.  Assuming  ten 
terminals  (M  >  io)  and  an  average  service  time  of  5.01  seconds  ( t/u  a  $.01), 
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analytically  predicted  valuea  for  a  systen  poaseaalng  the  characteristics 
slnulated  In  the  single  node  network  experiments  can  be  computed.  Table  20 
contains  the  analytically  computed  values  for  average  work  request  response 
time. 


Table  20.  Analytically  Computed  Values  for  the  Average  Response  Time 

In  a  Timesharing  System 

Ave.  Think  Time  Ave.  Response  Time 

f^ec)  _ Lakfi.) _ 


1 

49.1 

2 

46.1 

3 

47.1 

4 

46.1 

5 

45.1 

6 

44.1 

7 

43.1 

8 

42.1 

9 

41.1 

10 

40.1 

11 

39.1 

12 

38.1 

13 

37.1 

14 

36.1 

15 

35.1 

The  mean  value  for  the  average  work  request  response  time  from  the  five 
simulation  runs  utilizing  a  single  node  network  Is  44.1  seconds  (see  Table 
19).  This  value  corresponds  to  the  analytically  computed  value  using  a  "think 
time"  of  six  seconds.  This  result  Increases  one's  confidence  In  the  values 
produced  by  the  simulator. 

7.2  Five  Mode  Network 

The  results  of  the  first  group  of  experiments  indicate  that  there  Is  no 
significant  difference  In  the  values  for  average  work  request  response  time 
obtained  with  the  various  control  models  utilising  communication  systems  with 
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bandwldtba  larger  than  600  bytea/aeo.  The  reaponae  tlae  valuea  obtained  with 
coanunlcation  ayatena  ualng  the  higher  bandwldtha  are  alallar  to  thoae 
obtained  for  a  alngle  node  network.  Thla  Indlcatea  that  the  delay  experienced 
In  proceaaing  a  work  requeat  In  the  flrat  group  of  experlnents  can  be 
explained  by  the  queueing  delaya  experienced  In  the  proceaa  queuea  of  the 
pz*ocesaor  on  which  the  work  requeat  la  being  aervlced.  There  appeara  to  be  no 
measurable  delay  due  to  the  actlona  of  the  POPS  executive  control  In  providing 
a  fully  distributed  environment. 

Message  traffic  required  for  each  work  request  by  the  various  control 
models  must  be  analyzed  In  order  to  see  why  the  delay  due  to  PDFS  executive 
control  actions  is  overshadowed  by  that  experienced  In  simply  executing  the 
process  named  In  the  work  request  once  it  has  been  Initiated.  In  this 
analysis  only  models  XPDPS.I  and  XPDPS.2  £ure  compared.  XFDPS.3  is  similar  to 
XFDPS.1  except  that  fewer  messages  are  required  in  certain  instances  when 
resources  are  found  to  be  local.  XFDPS.4  does  not  lend  itself  to  this  type  of 
analysis  because  work  requests  are  treated  In  a  batch  when  a  node  receives  the 
control  vector  that  provides  access  to  the  resource  tables. 

An  analysis  of  the  control  messages  required  for  each  work  request 
employing  XPDPS.I  is  provided  in  Table  21  and  that  for  XFDPS.2  is  provided  In 
Table  22.  Work  requests  from  the  first  group  of  experiments  require  fifteen 
Internodal  messages  under  XPDPS.I  and  nine  under  XPDPS.2.  Therefore,  six  more 
control  messages  are  required  by  XPDPS.I. 

Average  link  queue  waiting  times  for  experiments  conducted  with  XPDPS.I 
and  XPDPS.2  with  all  topologies  and  bandwldths  ranging  from  1200  to  500,000 
bytes/sec  can  be  found  In  Tables  23  and  24.  These  values  are  rather  small  and 
Indicate  that  the  communication  system  never  seems  to  become  a  bottleneck  at 
these  bandwldths.  Similar  results  have  been  reported  In  [SouzSl].  All  of  the 
values  for  average  link  queue  waiting  time  in  these  tables  Is  less  than  or 
equal  to  0.05  seconds.  In  order  to  perform  a  worst  case  analysis  of  the  over¬ 
head  due  to  the  executive  control  message  traffic,  the  following  assumptions 
are  made: 

1.  waiting  time  In  each  link  queue  Is  0.05  seconds 

2.  control  messages  are  50  bytes  long 

3.  the  bandwidth  of  each  link  Is  1200  bytes/sec 
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4.  a  aessage  must  traverse  four  links  In  order  to  reach  its 
destination  (this  represents  the  longest  path  present  In  a 
system  with  a  unidirectional  ring  network  topology) 

These  assumptions  imply  that  each  message  experiences  a  delay  of  0.37  seconds 
as  shown  below: 

aessage  delay  =  total  link  queue  delay  + 

total  message  transmission  time 

=  [(^  link  queues)  * 

(0,05  sec/link  queue)]  ♦ 

[(4  links)  » 

(50  bytes  /  1200  bytes/ sec/llnk)] 

=  0.37  seconds 

Assuming  XFDPS.1  requires  fifteen  messages  per  work  request,  the  total 
time  for  executive  control  message  traffic  is  5.5  seconds,  or  approximately 
twelve  percent  of  the  average  work  request  response  time  (recall  that  this 
quantity  Is  observed  to  be  In  the  neighborhood  of  45  seconds).  This  is  a 
worst  case  analysis  and  consequently  one  would  expect  a  much  smaller  fraction 
of  the  response  time  attributable  to  executive  control  traffic  on  the  average 
due  to  a  number  of  factors  Including  the  fact  that  not  all  messages  must 
traverse  four  links,  and  in  certain  situations  messages  can  be  processed  in 
parallel.  Comparison  of  the  simulation  results  demonstrates  that  a  ten  per- 
Oent  variation  in  the  values  for  average  response  time  does  not  represent  a 
significant  variation.  Therefore,  the  time  attributable  to  the  executive 
control  Is  not  considered  a  significant  factor  In  the  value  for  average 
response  time. 

A  similar  calculation  for  XF0PS.2  results  In  a  total  time  for  executive 
control  message  traffic  of  3.3  seconds,  or  approximately  seven  percent  of  the 
average  work  request  response  time.  Again,  the  time  that  can  be  attributed  to 
the  transmission  of  executive  control  messages  is  not  considered  to  be  a 
significant  contribution  to  the  value  of  average  response  time. 

The  difference  In  message  traffic  between  the  two  models  Is  six  mes¬ 
sages.  This  results  In  an  executive  control  message  delay  of  2.2  seconds  or 
approximately  five  percent  of  the  average  work  request  response  time. 
Therefore,  no  significant  difference  In  executive  control  overhead  Is  predic¬ 
ted  for  the  processing  of  work  requests  from  the  group  1  experiments.  This 
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Table  21 .  Control  Heaeagea  Required  for  a  Work  Requeat  Under  XFDPS. 1 


Activity 

requeat  for  reaouroe  availability  Info, 
reaource  availability  Info, 
file  lock  and  releaae  requeata 
resulta  of  the  file  locka  and  releaaea 
proceaa  activation  requeat 
proceaa  termination  notification 
file  releaae  requeat 


Maximum  Number  of 
Internode  Meaaagea 

N  -  1 

N  -  1 

A 

A 

L 

T 

L 


total  =  2  •  (N  -  1)  +  (2  •  A)  ♦  (2  •  L)  ♦  T 


N:  number  of  phyalcal  nodea  In  the  network 
L:  number  of  fllea  named  In  the  work  requeat 
T:  number  of  taaka  In  the  work  requeat 

A:  number  of  nodea  poaaeaalng  available  reaourcea  which  are 
required  by  the  work  requeat 

For  Group  I  Experlmenta: 

N  =  5 
L  =  2 
T  =  1 
A  =  1 


total  r  15 


lack  of  variation  la  obaerved  In  the  almulatlon  reaulta. 

The  reaulta  from  the  aeoond  group  of  almulatlon  experlmenta  can  be 
analyzed  by  comparing  the  number  of  executive  control  meaaagea  ( 15  for  XFDPS. 1 
and  9  for  XFDPS. 2)  to  the  number  of  uaer  meaaagea  (501  remote  file  acceaaea 
per  work  requeat).  The  fraction  of  meaaage  traffic  for  each  work  requeat  that 
can  be  attributed  to  the  FDPS  executive  control  la  approximately  three  percent 
for  XFDPS. 1  and  two  percent  for  XFDPS. 2.  The  difference  In  meaaage  traffic 
between  the  two  modela  la  approximately  one  percent  of  the  user  meaaage 
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Table  22.  Control  Mesaagea  Required  for  a  Work  Requeat  Under  XFDPS.2 


Activity 

request  for  resource  availability  Info, 
resource  availability  Info, 
file  lock  and  release  requests 
results  of  the  file  locks  and  releases 
process  activation  request 
process  termination  notification 
file  release  request 
file  process  deactivation  request 


Maximum  Number  of 
Internode  Messages 

1 

1 

1 

1 

L 

T 

T 

L  -  T 


total  =  2«L  +  T-t-it 

N:  number  of  physical  nodes  In  the  network 
L:  number  of  files  named  In  the  work  request 
T:  number  of  tasks  In  the  work  request 

A:  number  of  nodes  possessing  avedlable  resources  which  are 
required  by  the  work  request 

For  Group  I  Experiments: 

N  =  5 
L  =  2 
T  =  1 
A  =  1 

total  =  9 


traffic  required  to  perform  remote  file  accesses.  These  values  demonstrate 
that  one  should  not  observe  a  measurable  difference  In  work  request  response 
times  when  employing  the  different  models  to  process  work  requests  of  the  type 
found  In  the  second  group  of  experiments. 

The  first  two  groups  of  experiments  demonstrate  a  situation  In  which  the 
resource  demands  required  to  service  a  work  request  once  all  of  the 
Initialization  tasks  have  been  accomplished  by  the  executive  control  far 
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Table  23 •  Average  Halt  Time  In  the  Link  Queues  for 
Group  1  Experlnents  Using  XFDPS. 1 


Unidirectional  Ring 


Bandwidth 

L11 

L21 

L^1 

LJ»1 

LSI 

1,200 

0.034 

0.043 

0.054 

0.038 

0.031 

50,000 

0.0006 

0.0009 

0.0009 

0.001 

0.0008 

100,000 

0.0006 

0.0006 

0.0006 

0.0006 

0.0005 

500,000 

0.0006 

0.0005 

0.0005 

0.0005 

0.0005 

Bidirectional  Ring 


Bandwidth 

L11 

L12 

L21 

LP? 

L^1 

L^2 

1,200 

0.033 

0.031 

0.041 

0.031 

0.040 

0.034 

50,000 

0.0010 

0.0008 

0.0011 

0.0008 

0.0011 

0.0008 

100,000 

0.0006 

0.0006 

0.0006 

0.0005 

0.0007 

0.0006 

500,000 

o.oook 

0.0004 

0.0006 

0.0003 

0.0005 

0.0004 

Bidirectional  Ring 


Bandwidth  mi  Llt2 _ LSI  L52 


1,200 

0.037 

0.030 

0.038 

0.040 

50,000 

0.0010 

0.0011 

0.0011 

0.0011 

100,000 

0.0006 

0.0007 

0.0007 

0.0007 

500,000 

0.0004 

0.0004 

Star 

0.0005 

0.0004 

_ LU _ L12  Ln  LIM _ L21  L^1 _ LU _ 


1,200 

0.03  0.03 

0.04 

0.03 

0.07 

0.07 

0.07 

0.07 

50,000 

0.0008  0.0008 

0.0008 

0.0007 

0.002 

0.002 

0.002 

0.002 

100,000 

0.0005  0.0005 

0.0005 

0.0005 

0.0012 

0.0012 

0.0013 

0.0012 

500,000 

0.0003  0.0003 

0.0003 

0.0003 

0.0008 

0.0008 

0.0008 

0.0007 

Notation:  LIJ  denotes  the  mean  wait  time  for  link  queue  J  on  node  1 


(continued  on  next  page) 
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Table  23.  Average  Halt  Tlae  in  the  Link  Queues  for 
Group  1  Experlaents  Using  XFDPS.1 
(continued) 


Fully  Connected 


i:rTT.nr.HV 

L11 

■ran 

L13 

KiiISilH 

L21 

1,200 

0.04 

0.04 

0.04 

0.04 

0.03 

0.04 

0.04 

0.04 

50,000 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

100,000 

0.0006 

0.0006 

0.0007 

0.0006 

0.0006 

0.0006 

0.0006 

0.0006 

500,000 

0.0003 

0.0003 

0.0003  0.0003 

Fully  Connected 

0.0003 

1 

0.0003 

0.0003 

0.0003 

BaiMlKiath _ L31  L^2  L^^ _ L^H  LU1  Lk2 _ L4^  L4A 


1,200 

0.04 

0.04 

0.04 

0.04 

0.03 

0.04 

0.03 

0.03 

50,000 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

0.001 

100,000 

0.0005 

0.0007 

0.0006 

0.0005 

0.0005 

0.0006 

0.0006 

0.0006 

500,000 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

Fully  Connected 


Bandwidth _ L5J _ L52.  ls^  L54 

1,200  0.04  0.03  0.04  0.04 

50,000  0.001  0.001  0.001  0.001 

100,000  0.0006  0.0006  0.0006  0.0006 

500,000  0.0003  0.0003  0.0003  0.0003 

Tree 


L11 

L12 

L21 

L51 

1,200 

0.04 

0.02 

0.04 

0.03 

0.03 

0.07 

0.07 

0.07 

50,000 

0.0009 

0.0009 

0.0009 

0.00C5 

0.0006 

0.002 

0.002 

0.002 

100,000 

0.0005 

0.0003 

0.0006 

0.0003 

0.0004 

0.001 

0.001 

0.001 

500,000 

0.0004 

0.0002 

0.0003 

0.0002 

0.0003 

0.0000 

0.0000 

0.0007 

Notation:  LIJ  denotes  the  mean  wait  time  for  link  queue  J  on  node  1 


outweigh  the  resource  demands  by  the  executive  control  required  to  perform  the 
Initialization  tasks.  The  third  group  of  simulation  experiments  demonstrates 
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Table  2U.  Average  Walt  Time  In  the  Link  Queuee  for 
Group  1  Experiments  Using  XFDPS.2 


Unidirectional  Ring 


Bandwidth 

L11 

T.P1 

L.31 

L41 

L51 

1,200 

O.Oil 

0.02 

0.02 

0.02 

0.02 

50,000 

0.001 

0.0003 

0.0006 

0.0007 

0.0007 

100,000 

0.0007 

0.0002 

0.0003 

O.OOOA 

0.0005 

500,000 

0.0003 

0.0001 

0.0002 

0..1002 

0.0002 

Bidirectional  Ring 


Bandwidth 

L11 

LI  2 

L21 

L22 

L31 

L32 

1,200 

0.04 

0.04 

0.01 

0.02 

0.03 

0.03 

50,000 

0.001 

0.001 

0.0004 

0.0003 

0.001 

0.0007 

100,000 

0.0C07 

0.0007 

0.0002 

0.0002 

0.0005 

0.0004 

500,000 

0.0003 

0.0003 

0.0002 

0.0002 

0.0002 

0.0003 

Bidirectional  Ring 


Bandwidth 

L41 

L42 

L51 

..  L52 

1,200 

0.03 

0.03 

0.02 

0.02 

50,000 

0.0007 

0.0009 

0.0004 

0.0004 

100,000 

0.0004 

0.0005 

0.0003 

0.0003 

500,000 

0.0002 

0.0003 

0.0002 

0.0002 

Star 

Bandwidth 

L11 

L12 

Ln 

L14 

L21 

L31 

L41 

L51 

1,200 

0.03 

0.03 

0.03 

0.03 

0.03 

0.03 

0.03 

0.03 

50,000 

0.0009 

0.0009 

0.0008 

0.0009 

0.0006 

0.0007 

0.0007 

0.0007 

100,000 

0.0005 

0.0005 

0.0005 

0.0005 

0.0004 

0.0003 

0.0004 

0.0005 

500,000 

0.0002 

0.0002 

0.0003 

0.0002 

0.0003 

0.0003 

0.0003 

0.0003 

Notation:  LIJ  denotes  the  mean  wait  time  for  link  queue  J  on  node  1 

(continued  on  next  page) 


Georgia  Institute  of  Technology 


FDPS  Control 


Page  150 


ANALYSIS  OF  THE  SIMULATION  EXPERIMENTS 


Section  7 


Table  24.  Average  Walt  Time  In  the  Link  Queues  for 
Group  1  Experiments  Using  XFDPS.2 
(continued) 


Fully  Connected 


Bandwidth 


_LL1 


1,200 

0.04  0.04 

0.04 

0.04 

0.02 

0.04 

0.04 

0.04 

50,000 

0.001  0.001 

0.001 

0.001 

0.0003 

0.001 

0.001 

0.001 

100,000 

0.0007  0.0007 

0.0007 

0.0007 

0.0002 

0.0007 

0.0007 

0.0007 

500,000 

0.0003  0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

Fully 

Connected 

Bandwidth 

L31  L32 

L33 

L34 

L41 

L42 

L43 

L44 

1,200 

0.02  0.04 

0.05 

0.04 

0.02 

0.04 

0.04 

0.04 

50,000 

0.0003  0.001 

0.001 

0.001 

0.0003 

0.001 

0.001 

0.001 

100,000 

0.0002  0.0007 

0.0007 

0.0007 

0.0002 

0.0007 

0.0007 

0.0007 

500,000 

0.0003  0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

0.0003 

Fully 

Connected 

Bandwidth 

L51 

L52 

L51. 

L54 

1,200 

0.02 

0.04 

0.04 

0.04 

50,000 

0.0002 

0.001 

0.001 

0.001 

100,000 

0.0002 

0.0007 

0.0007  0 

.0007 

500,000 

0.0003 

0.0003 

0.0003  0 

.0003 

Tree 

Bandwidth 

L11  L12 

L21 

L22  1 

.23  L31  L41 

L51 

1,200 

0.04  0.04 

0.02 

0.01  0, 

.009  0 

.02  0 

.03 

0.03 

50,000  0.001  0.001  0.0003  0.0002  0.0003  0.0006  0.001  0.001 
100,000  0.0007  0.0006  0.0002  0.0002  0.0002  0.0004  0.0007  0.0007 
500,000  0.0003  0.0003  0.0002  0.0001  0.0001  0.0003  0.0003  0.0003 


Notation:  LIJ  denotes  the  mean  wait  time  for  link  queue  J  on  node  1 


that  as  the  service  time  requirements  of  the  work  request  decrease  and 
approach  the  requirements  of  the  executive  control,  differences  among  the  per- 
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formance  of  the  models  will  appear.  Since  XFDPS.2  requires  the  transmission 
of  fewer  messages  than  XFDPS. 1 ,  it  is  predicted  to  demonstrate  better  per¬ 
formance.  This  is  observed  in  the  results  of  the  simulation  experiments.  It 
Is  also  observed  that  XFDPS. 3  has  a  performance  that  places  it  between  that  of 
XFDPS.2  and  XFDPS. 1.  This  is  to  be  expected  because  XFDPS. 3  functions  In  an 
identical  manner  to  XFDPS. 1  when  all  resources  cannot  be  found  locally  but 
experiences  much  less  overhead  if  resources  are  found  to  all  reside  locally. 
In  group  3  experiments  the  probability  of  all  resources  being  found  locally  is 
1/5. 

The  performance  of  XFDPS. 4  is  found  to  be  consistently  inferior  to  that 
of  the  other  models  when  processing  the  work  requests  from  the  third  group  of 
experiments.  This  can  be  attributed  to  the  lack  of  parallel  activity  in  the 
management  of  resources.  Only  one  node  at  a  time  is  permitted  to  allocate  and 
deallocate  resources.  The  next  node  to  receive  allocation  and  deallocation 
jermission  is  delayed  } n  performing  these  actions  until  all  nodes  receive  the 
updates  to  the  resource  directory  by  the  previous  holder  of  the  allocate  and 
deallocate  privileges.  When  the  service  times  of  the  work  requests  are  long, 
this  initial  delay  is  insignificant.  Results  from  the  group  3  experiments 
demonstrate  that  the  impact  on  Jobs  with  small  service  times  is  quite 
significant. 

The  fourth  group  of  experiments  demonstrates  the  impact  on  time  delays 
attributable  to  control  overhead  as  a  result  of  an  increase  in  communication 
traffic.  In  this  set  of  experiments  the  mixture  of  two  types  of  Jobs  is 
varied.  The  third  group  of  experiments  represents  the  situation  in  which 
there  are  only  type  1  Jobs  present,  and  the  second  group  of  experiments 
represents  the  situation  in  which  there  are  only  type  2  jobs  present.  As  the 
fraction  of  type  2  Jobs  is  increased,  the  average  work  request  response  time 
for  type  1  Jobs  increases.  Type  1  Jobs  are  given  special  attention  because 
they  were  observed  to  be  sensitive  to  changes  in  control  overhead  in  the  third 
group  of  experiments.  The  observed  increase  in  message  delays  is  presented  in 
Table  25.  It  is  the  increase  in  these  delays  that  are  responsible  for  the 
observed  increase  in  control  overhead. 

It  is  observed  in  the  fourth  group  of  experiments  that  the  average 
response  times  for  type  1  work  requests  decreases  when  the  percentage  of  type 
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2  work  requeata  la  Increaaed  from  around  fifty  percent  to  ninety  percent. 
Type  2  work  requeata  name  object  fllea  which  execute  a  long  aequence  of  com> 
pute  Inatructlona  followed  by  remote  file  acoeaaea.  When  theae  proceaaea 
attempt  a  file  acceaa,  they  are  blocked  until  the  acceaa  operation  la  com¬ 
pleted  thua  releaalng  the  proceaaor  to  other  proceaaea.  Aa  the  frequency  of 
thla  type  of  Job  la  Increaaed,  the  average  delay  In  the  blocked  atate 
Increaaea.  Therefore,  proceaaea  reaultlng  from  type  1  work  requeata 
experience  fewer  proceaaea  waiting  In  the  ready  atate  for  the  proceaaor  aa  the 
number  of  type  2  work  requeata  la  Increaaed.  Thla  meana  the  queueing  delay 
experienced  by  type  1  work  requeata  ahould  decreaae. 
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Table  25.  Average  Walt  Time  In  the  Link  Queues  for  Group  4  Experiments 


XFDPS. 1 


.■JJl- 

■  ■L21.- 

L31 

..  L4.1  . 

■  LSJ-. 

-baaL_ 

0 

0.0010 

0.0009 

0.0010 

0.0011 

0.0010 

0.0011 

8.82 

0.0572 

0.0483 

0.0496 

0.0050 

0.0453 

0.0572 

46.6 

0.0933 

0.0071 

0.1664 

0.0562 

0.0153 

0.1664 

94.3 

0.0112 

0.1385 

0.1509 

0.0066 

0.0080 

0.1385 

100 

0.5656 

0.2290 

0.0212 

0.0252 

0.0285 

0.5656 

Job  Mix* 

_L11_ 

L21 

XFDPS. 2 

■  ■  L3.1. 

L41 

_L5J_ 

-Max  ■■ 

0 

0.0003 

0.0004 

0.0004 

0.0003 

0.0003 

0.0004 

11.7 

0.0260 

0.0269 

0.0292 

0.0051 

0.0207 

0.0292 

46.5 

0.1284 

0.1464 

0.0208 

0.0046 

0.0203 

0.1464 

92.3 

0.0716 

0.0858 

0.0102 

0.0690 

0.0714 

0.0858 

100 

0.0118 

0.0241 

0.6039 

0.2248 

0.0135 

0.6C39 

J.Qil  .Mix* 

. -L1.1 . 

..-L2.1- 

XFDPS.  3 

...-L1L. 

-LSI- 

-Max  . 

0 

0.0010 

0.0008 

0.0008 

0.0009 

0.0009 

0.0010 

8.73 

0.0206 

0.0603 

0.0698 

0.0059 

0.0524 

0.06  98 

51.4 

0.1000 

0.1382 

0.0255 

0.0048 

0.1437 

0.1437 

90.4 

0.0067 

0.1292 

0.0694 

0.1780 

0.0065 

0.1780 

100 

0.0966 

0.0973 

0.5833 

0.0778 

0.0083 

0.5833 

Job  Mix* 

—LLL. 

-L2J- 

XFDPS.  4 

-L31- 

L41 

■  -L51- 

-Max— 

0 

0.0004 

0.0004 

0.0005 

0.0005 

0.0005 

0.0005 

9.34 

0.0669 

0.0641 

0.0087 

0.0097 

0.0212 

0.0669 

48.4 

0.0418 

0.0908 

0.1176 

0.0096 

0.0793 

0.1176 

94.1 

0.0850 

0.0135 

0.0488 

0.1046 

0.0673 

0.1046 

100 

0.0476 

0.5636 

0.0367 

0.0298 

0.2697 

0.5636 

*  Percent  of  all  work  requests  that  are  type  2  work  requests 
Note:  all  values  are  In  seconds 
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SBCTIOi  8 

ETALUATIOV  OF  THE  CONTROL  MODELS 

The  control  models  are  evaluated  on  the  basis  of  both  the  quantitative 
simulation  results  discussed  In  the  previous  two  chapters  and  various 
qualitative  features  which  are  discussed  below. 

8.1  Qualitative  Aaoeota  of  Medela 

The  qualitative  aspects  that  are  investigated  Include  the  ability  to 
provide  fault-tolerant  operation  (e.g. ,  graceful  degradation  and  restoration), 
the  ability  for  the  system  to  expand  gracefully,  and  the  ability  to  balance 
the  system  load. 

8.1.1  1FDPS.1 

The  XFDPS. 1  model  Is  a  truly  distributed  and  decentralized  model  of 
control.  In  this  model  resources  are  partitioned  along  node  boundaries  and 
managed  by  components  residing  on  the  same  node  as  the  resource.  This  design 
enables  the  system  to  remain  In  operation  In  the  presence  of  a  failure.  In 
such  a  situation,  those  nodes  not  available  are  simply  not  contacted  when 
queries  concerning  resources  are  made.  The  failed  nodes  are  also  not 
considered  as  locations  for  the  execution  of  tasks  during  the  formulation  of 
the  work  distribution  and  resource  allocation  decision. 

This  model  of  control  requires  some  activity  on  the  part  of  all  nodes  In 
order  to  satisfy  each  work  request.  Taere  Is  no  single  node  that  Is  by  design 
supposed  to  receive  any  more  activity  than  any  other  node;  Instead,  the  work 
Is  spread  evenly  across  all  nodes.  In  addition,  global  information  for  the 
work  distribution  and  resource  allocation  decision  Is  obtained  for  each  work 
request  as  It  Is  processed.  This  global  data  enables  the  control  to  better 
balance  the  load  across  the  network. 

This  control  model  Is  not  without  Its  problems.  The  global  searches  for 
resources  that  occur  for  every  work  request  may  be  unnecessary  (e.g..  In  those 
instances  In  which  only  local  resources  are  required).  Short  looal  Jobs 
therefore  suffer  to  the  advantage  of  the  longer  Jobs  utilizing  non-local 
resources. 
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8.1.2  1FDP3.2 

XFDPS.2  utilizes  a  single  oentralized  file  systeo  directory.  On  the 
surface  this  model  appears  to  be  simple  to  Implement.  A  central  directory  Is 
maintained,  and  all  file  system  queries  are  sent  to  the  node  housing  that 
directory.  However,  problems  result  when  fault-tolerant  operation  is  desired. 
No  longer  can  a  single  central  directory  be  maintained  because  the  loss  of  the 
node  housing  the  directory  would  be  catastrophic.  Alternative  strategies 
which  provide  for  fault- tolerant  operation  (see  for  example  Carcia-Mollna's 
technique  described  In  [Garc79]  for  providing  fault  tolerance  in  a  centralized 
locking  distributed  data  base  system)  significantly  complicate  the  design  of 
the  control  and,  while  not  requiring  a  large  amount  of  additional  effort  in 
order  to  maintain  the  Information  needed  to  recover  from  a  failure,  will 
require  a  significant  expenditure  of  resources  In  order  to  perform  the  actual 
recovery  operation.  It  should  be  noted  that  the  simulation  of  XFDPS.2  does 
not  account  for  the  overhead  required  to  provide  fault-tolerant  operation. 
Therefore,  the  average  work  request  response  times  observed  In  the  experiments 
may  possibly  be  lower  than  If  the  necessary  control  features  for  providing 
fault- tolerant  operation  were  present. 

Model  XFDPS.2  also  presents  problems  with  growth.  When  a  new  node  is 
Introduced  Into  the  system,  a  large  amount  of  work  Is  required  to  update  the 
central  directory  In  order  to  add  Information  about  the  resources  of  a  new 
node.  This  factor  can  be  quantified  and  will  be  the  subject  of  future 
experiments. 

8.1.3  XPDPS.^ 

The  XFDPS.3  model  Is  similar  to  XFDPS. 1.  It  differs  in  its  policy  for 
obtaining  file  availability  Information.  A  local  search  is  made  first.  If 
all  resources  required  are  found,  they  are  utilized;  otherwise,  a  global 
search  for  resoiu'ces  Is  conducted.  As  described  In  Section  5,  this  model 
provides  faster  response  to  work  requests  utilizing  only  local  resources,  as 
should  be  expected.  Due  to  Its  information  gathering  policy,  the  potential 
for  utilizing  distant  resources  In  order  to  balance  the  load  is  sacrificed 
because  resource  availability  on  other  nodes  may  never  be  considered. 
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8.1.4  IFDPS.4 

XFDPS.4  utilizes  redundant  ooples  of  the  file  systen  directory  on  all 
nodes.  Access  to  the  directory  Is  restricted  to  the  node  possessing  the 
control  vector  that  Is  passed  among  the  nodes  of  the  network.  This  model 
tends  to  work  somewhat  like  a  batch  system  by  delaying  file  system  requests 
until  the  control  vector  (CV)  Is  received  and  then  processing  these  requests 
as  a  batch. 

The  presence  of  the  replicated  file  directory  Implies  that  there  Is  both 
duplication  of  Information  storage  and  duplication  of  effort  as  consistency  Is 
maintained  across  the  replicated  copies.  Since  file  system  requests  are 
delayed  until  the  CV  arrives,  Jobs  with  very  short  service  times  may 
experience  unusually  large  response  times.  Finally,  as  with  XFDPS.2,  the 
Introduction  of  a  new  node  requires  a  large  amount  of  work  In  order  to  update 
the  replicated  directories. 

8.1.5  IFDPS.S 

XFDPS.5  Is  nearly  identical  to  XFDPS.1,  differing  only  In  its  policy  or 
not  locking  or  In  any  way  reserving  resources  prior  to  the  formulatio!.  of  a 
work  distribution  and  resource  allocation  decision.  With  this  policy,  resour¬ 
ces  are  not  expected  to  be  needlessly  tied  up  In  most  cases.  A  problem  does 
exist  If  the  chosen  resources  cannot  be  locked  once  selected  for  allocation. 
In  this  case  a  new  resource  allocation  decision  must  be  made  and  previously 
allocated  and  locked  resources  may  need  to  be  released. 

8.1.6  IFDPS.6 

XFDPS.6  differs  from  XFDPS.1  in  the  manner  In  which  the  task  graph  and 
task  activation  are  handled.  In  this  model  the  tasks  of  a  work  request  that 
are  chosen  to  execute  on  the  same  node  are  presented  to  the  PROCESS  MANAGER  of 
the  selected  node  colleotlvely.  A  task  graph  identifying  this  collection  of 
tasks  Is  constructed  and  task  activation  and  termination  are  handled  by  the 
PROCESS  MANAGER.  Thus,  the  TASK  SET  MANAGER  need  send  only  one  message  to 
each  of  the  nodes  utilized  by  the  work  request  In  order  to  activate  all  tasks. 
In  addition,  only  one  termination  message  Is  received  from  each  node.  Further 
savings  are  provided  because  the  PROCESS  MANAGER  on  the  node  where  the  Usks 
are  executing  can  Immediately  release  the  resources  utilized  by  the  tasks  as 
each  task  terminates. 
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8.2  Quantitative  Aaoeota  aL  JJlft  HPdNlfl 

In  the  previous  two  chapters  It  was  demonstrated  that  only  work  requests 
with  short  service  times  are  effected  by  the  type  of  executive  control 
strategy  employed.  When  the  population  of  work  requests  consists  of  Jobs 
requiring  little  service  time,-  XFDPS.2  provides  the  best  performance  followed 
by  XFDPS.3,  XFDPS.1,  and  XFDPS.4  In  that  order.  The  performance  of  XFDPS.M  Is 
noticeably  poorer  than  the  other  models  at  all  bandwldths. 

It  is  also  important  to  notice  that  the  demands  on  the  communication 
system  by  the  executive  control  are  not  very  great.  Tables  23  and  24  show  the 
average  link  queue  waiting  times  for  group  1  simulations  with  XFDPS.1  and 
XFDPS.2  respectively.  Since  only  control  message  traffic  Is  present  on  the 
communication  system  In  the  first  group  of  experiments,  the  values  for  average 
link  queue  waiting  times  obtained  in  those  experiments  represent  the  load 
placed  on  the  communication  system  by  the  executive  control.  The  values  In 
Tables  23  and  24  are  small  Indicating  that  there  Is  very  little  delay  In 
obtaining  access  to  a  communication  link.  This  data  demonstrates  that  the 
communication  systems  utilized  In  these  experiments  can  easily  handle  the  mes¬ 
sage  traffic  required  to  conduct  the  activities  of  the  executive  control. 

8.3  Comparison  aL  ^  MPdtJLa 

On  the  basis  of  performance  considerations  alone,  XFDPS.2  is  favored 
over  the  other  control  models.  It  is  the  consideration  of  fault-tolerance 
Issues  that  reduces  the  desirability  of  XFDPS.2.  Existing  strategies  for 
providing  a  fault- tolerant  central  directory  based  system  (see  [Garc79, 
MenaTSl)  require  only  a  small  amount  of  additional  work  in  order  to  maintain 
the  data  structures  so  that  the  central  directory  can  be  reconstructed  If  lost 
due  to  a  failure.  One  disadvantage  of  the  control  strategy  of  XFDPS.2  is  the 
computation  required  to  reconstruct  the  central  directory  when  it  has  been 
lost.  This  requires  that  new  work  requests  not  be  processed  while  the  data 
structure  is  being  restored.  All  work  on  the  system  is  temporarily  delayed 
for  the  duration  of  the  reconfiguration  process  which  can  conceivably  Involve 
a  large  amount  of  time.  Thus,  the  operation  of  all  nodes  of  the  system  Is 
severely  impacted  by  the  loss  of  the  central  node. 
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In  contrast,  the  strategies  of  ZFDPS.I,  XFDPS.3f  XFDPS.St  and  XPDPS.6 
provide  fault- tolerant  operation  without  unusual  delays  effecting  all  nodes  as 
a  result  of  losing  a  particular  node.  The  resources  In  these  models  are 
partitioned  with  separate  managers  for  each  partition.  If  a  node  is  lost,  the 
other  nodes  will  simply  bypass  the  manager  of  the  lost  node  In  their  search 
for  resources.  These  models,  therefore,  seem  to  be  a  better  choice  than 
XFDPS.2  when  considering  the  objective  of  enhancing  the  fault-tolerance  of  the 
system. 

XPDPS.1,  XFDPS.3,  XFDPS.5,  and  XFDPS.6  differ  only  in  certain  aspects  of 

j 

control.  Prom  the  performance  data  obtained  In  the  third  group  of 
experiments,  XPDPS.3  must  be  favored  over  XFDPS.1.  The  strategy  of  not  look¬ 
ing  for  resources  on  a  global  basis  if  they  can  be  found  locally  prevents 
XFDPS.3  from  optimizing  the  utilization  of  system  resources  (e.g.,  load 
balancing).  The  advantages  and  disadvantages  of  XFDPS.5  and  XFDPS.6  were 
discussed  earlier. 

This  analysis  demonstrates  that  the  choice  of  control  strategy  Is  not  a 
simple  one.  It  is  very  dependent  on  the  ultimate  goals  of  the  system  and  the 
nature  of  the  Jobs  to  be  processed  on  the  system.  For  example,  If  most  of  the 
work  Involves  only  local  processing,  XFDPS.3  is  the  obvious  choice  for  the 
system.  If  on  the  other  hand  the  distributed  facilities  are  utilized 
extensively,  this  model  Is  not  necessarily  the  clear  choice.  XFDPS.2  may  be  a 
better  selection  If  delays  due  to  failures  will  be  tolerated  as  long  as  good 
performance  during  normal  operation  Is  provided.  If  delays  due  to  failures 
c2UUiot  be  tolerated,  one  of  the  other  control  models  may  be  appropriate  or  a 
hybrid  system  utilizing  the  Ideas  from  XFDPS.3  and  XFDPS.6  may  be  a  preferable 
alternative. 

This  analysis  does  not  consider  model  XFDPS.4  when  discussing  which 
system  should  be  used  under  specific  or  different  circumstances.  This  Is  due 
both  to  the  performance  problems  of  this  model  as  demonstrated  by  the  third 
group  of  experiments  and  the  fact  that  it  does  not  have  qualitative  features 
that  make  It  more  attractive  than  the  any  of  the  other  models. 
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SBCriOl  9 
COiCLOSKMS 

This  dissertation  has  discussed  the  problens  of  providing  an  executive 
control  for  a  Fully  Distributed  Processing  System.  The  fundamental  charac¬ 
teristics  of  such  a  control  are  discussed  and  several  models  of  control  are 
described.  These  models  are  analyzed  on  the  basis  of  performance  data 
obtained  through  simulation  and  the  various  qualitative  features  that  are 
Identified. 

The  simulation  experiments  not  only  provide  data  upon  which  the  per¬ 
formance  of  the  various  control  models  can  be  compared,  but  they  also  provide 
Insight  Into  how  a  Fully  Distributed  Processing  System  can  perform.  It  can  be 
concluded  that,  for  the  type  of  Jobs  processed  in  the  first  group  of 
experiments,  there  Is  no  measurable  loss  of  performance  as  a  result  of  provid¬ 
ing  a  fully  distributed  control  environment.  The  average  response  times  com¬ 
puted  for  work  requests  on  a  non-dlstrlbuted  single  aode  network  fnk^.nl  cc 
be  similar  to  those  for  a  five  node  FDPS. 

It  can  also  be  concluded  from  the  simulation  experiments  that  the  mes¬ 
sage  traffic  resulting  from  the  operations  of  the  executive  control  do  not 
present  a  work  load  that  cannot  be  easily  handled  by  the  communication  system. 
This  Is  Indicated  by  the  relatively  small  magnitude  of  the  average  waiting 
times  for  the  various  link  queues  found  In  the  first  group  of  experiments  In 
which  only  control  message  traffic  Is  present  on  the  communication  system. 

Both  the  third  and  fourth  groups  of  experiments  demonstrate  that  not  all 
Jobs  are  Insensitive  to  the  control  model  being  utilized.  In  these 
experiments  Jobs  with  short  service  times  are  found  to  be  sensitive  to  delays 
attributable  to  control  overhead.  With  the  results  from  the  fourth  group  of 
experiments,  one  can  observe  the  Increase  In  control  overhead  as  the  com¬ 
munication  system  becomes  saturated. 

The  performance  data  obtained  from  the  third  group  of  experiments 
Indicates  that  model  XFDPS.2,  which  utilizes  a  central  directory,  provides 
better  performance  than  the  other  models  In  a  fault- free  environment.  It  is 
speculated  that  Its  performance  In  the  presence  of  failures,  especially  a 
failure  Involving  the  node  containing  the  central  directory,  will  be  extremely 
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low.  Thus,  the  other  models  are  favored  when  fault- tolerance  Issues  are 
considered. 

Future  research  In  this  area  should  concentrate  on  the  Issues  of  fault- 
tolerance.  Specifically,  the  question  of  the  cost  of  maintaining  the  data 
structures  In  order  to  provide  a  fault-tolerant  operation  must  be  addressed. 
In  addition,  the  Impact  on  the  system  that  Is  required  to  recover  from  a  fault 
must  be  addressed.  It  Is  necessary  that  the  result  of  these  Investigations 
provide  quantitative  data  that  can  aid  system  designers  In  determining  the 
appropriate  control  strategy  for  their  system. 
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APPENDIX  1 

CONTROL  MODEL  PSEODO  CODE 


1 . 1  Psuedo  Code  for  the  IFDPS.1  Control  Model 

1.1.1  sygtw  JiBlIiJLator 

1:  orooess  avatem  Initiator; 

2:  {  Every  node  possesses  one  of  these  processes.  This  process 

initiates  a  node  in  the  network  by  assigning  ' tasK_set_manager ' 
4:  processes  to  each  connected  user  terminal,  activating  the 

5:  'file_ayatenLjnanager'  process,  and  activating  the 

6:  'proceasor_utlll2atloiLJBanager*  process.  } 

7: 

8:  begin 

9:  for  every  attached  user  terminal  i  42. 

10:  tasK_set_manager  (TERMINAL,  1); 

11 :  endfor: 

12:  flle_aystem_manager; 

13:  proces8or_utilizatlon_pianager; 

14:  end  systenL.lnitiator; 


1 .1  ..2  Task  Set  MenAgar 


1: 
2: 
3: 
4: 
5: 
6: 
7: 
8: 
9: 
10: 
11 : 
12: 
13: 
14; 

15. 

16. 
17  r 
18: 


process  task_set_jiianager  (case  input_origin:  lnp_orlg 

TERMINAL:  (term:  termlnal^ddress) ; 
CMNDFILE:  (fd:  filedescrlptor) 

£IUL): 

{  Every  terminal  and  every  executing  command  file  are  assigned 
a  ' taaK_set_jnanager •  process.  When  a  process  of  this  type 
is  activated,  one  of  two  sets  of  parameters  is  passed  to  it 
depending  upon  the  source  of  input  to  the  process.  If  the 
process  is  assigned  to  handle  Input  from  a  terminal,  the 
address  of  the  terminal  is  provided.  If  the  process  is 
assigned  to  handle  input  from  a  command  file,  the  file 
descriptor  for  the  command  fil'  .".s  provided.  } 

xan 

tg:  task  graph  pointer; 
coinmanc(_llne;  string; 
msg:  me8sage_polnter ; 
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19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 

63 

64 

65 

66 
67 


begin 

while  <elth6r  the  terminal  la  attached  or  the  end 
of  the  file  haa  not  been  reaohed>  do 

<get  the  next  work  request  and  store  It  In  command_llne>; 
new  (tg); 

parse  (conmand_llne,  tg); 

<send  a  message  of  type  Ml  (file  availability  request)  to 
the  flle_systenLjnanager  on  this  node  that  contains  the 
names  of  files  need  for  this  work  request>; 

<send  a  message  of  type  M2  (processor  utilization  request) 
to  the  processor_utlllzatloiunanager  on  this  node>; 
<walt  for  a  message  from  processor__utlllzatloi\j>>anager>; 
<8tore  processor  utilization  Information  In  tg^>; 

<walt  for  a  message  from  flle_sy8teiiLJi>anager>; 

<atore  file  availability  Information  In  tg*>; 

If  worK_dlatrlbutor_and_reaource_allocator  (tg)  =  ERR  then 
{  work  distribution  and  resource  allocation 
decision  could  not  be  made  } 

<report  error>; 

If  input_orlgln  s  CMNDFILE  then 
exit  {  leave  the  loop  } 
else 

next  {  next  Iteration  of  loop  } 

endlf ; 

<send  a  message  of  type  M3  (file  lock  and  release  request) 
to  the  flle_sy8teiiunanager  on  this  node>; 

<walt  for  a  message  from  file_8ystenLjnanager>; 

If  <all  locks  could  not  be  applled>  then 
<report  error>; 

<send  a  message  of  type  M4  (file  release  request) 
to  the  flle_8ystenLjnanager  on  this  node>; 

If  lnput_orlgln  =  CMNNDFILE  then 
exit  {  leave  the  loop  } 
else 

next  {  next  Iteration  of  loop  } 

£XUUI: 

for  <all  files  chosen  to  be  copied  before  executlon>  da 
<send  a  message  of  type  M5  (file  copy  request)  to  the 
flle_system_manager  on  this  node>; 

IL  <flles  neeed  copylng>  Idaa 

<walt  for  a  message  from  the  flle_system_inanager>; 
endlf; 

for  <eaoh  node  1  chosen  to  execute  parts  of  the 
work  request>  da 

<send  a  message  of  type  H6  (process  activation  request) 
to  the  process_manager  on  node  1>; 

aadlat; 
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68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 
81 
82 

83 

84 

85 

86 

87 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 

98 


<walt  for  a  temlnatlon  Maeage  froa  a  procesa_|Banager 
or  a  requeat  to  terainate  the  coaaand  file  froa 
the  proceaa_aaaager  that  activated  thla 
taaK_aet_aanager > ; 

If  <thla  la  a  teralnatlon  aeaaage  from  a 
proceaajuinager>  then 

<fflark  the  terminated  taak  aa  coapleted  in  tg'‘>; 

<send  a  aeaaage  of  type  M4  (file  release  request) 
to  the  flle_sy8teBLjaanager  on  thla  node>; 

<the  termination  atatua  Indicated  that  the 
proceaa  terminated  due  to  an  error>  then 
for  <each  node  1  still  running  parts  of  this 
work  request  >  do^ 

<aend  a  message  of  type  M7  (process  kill  request) 
to  the  process_jBanager  on  node  1>; 
endfor; 

endlf: 

else 

for  <overy  task  of  the  work  request >  da 
if  <the  task  has  not  completed>  then 

<aend  a  message  of  type  M7  (process  kill  request) 
to  the  process_|Banager  responsible  for 
the  task>; 

endlf ; 
endfor: 

break:  {  exit  the  loop  ) 

jfiiULLC! 

until  <all  tasks  have  teralnated>; 

gndHbllg; 

aod  tasK_set_jiianager; 


1.1.3  Pile  Svatem  Manager 

1:  process  file  system  manager: 

2:  {  Every  node  possesses  one  of  these  processes.  This  process 

3:  satisfies  veu'lous  requests  concerning  the  file  system. 

4:  This  Is  accomplished  by  communicating  with  the 

5:  flle_set_pianagers  on  all  nodes.  } 

6 : 

7 :  var 

8:  msg:  message_polnter ; 

9:  favptr:  file_avallabillty_rec_polnter; 

10:  flrprt:  flle_locK_and_release_jrec_polnter; 

11: 

12:  begin 

13:  loop 

14:  <walt  for  a  message  of  any  type  (let  msg  point  to 

15:  the  message) >; 
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16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 
63 


case  msg*.inessage_type  siL 

Ml :  {  file  availability  Information  request  } 
begin 

new  (favptr); 

<ln3ert  the  record  favptr  points  to  Into  the 
list  of  fav_recs>; 

<record  names  of  files  identified  in  msg'“>; 

for  <each  node  i>  do 

<send  a  message  of  type  M8  (file  availability 
request)  to  the  flle_set_|nanager  on  node  1 
that  contains  the  names  of  all  flle3>; 

endfor; 

M3:  {  file  lock  and  release  request  ) 
begin 

new  (flrptr); 

<lnsert  the  record  flrptr  points  to  Into  the 
list  of  flr_reC3>; 

XfiC.  <each  node  1>  do 

<send  a  message  of  type  M9  (file  lock  and 
release  request)  to  the  file_set_jnanager 
on  node  i  that  contains  the  names  of  all 
files  from  msg''  that  are  identified 
as  being  located  at  node  !>; 

ajAf 

M4:  {  file  release  request  } 
begin 

for  <each  node  i>  jsia 

<send  a  message  of  type  M10  (file  release 
request)  to  the  flle_set_manager  on 
node  i  that  contains  the  names  of  all 
files  from  msg*  that  are  identified  as 
being  located  at  node  i>; 

endfor ; 

£01; 

M5:  {  file  copy  request  } 
begin 

new  (fmvptr); 

<insert  the  record  fmvptr  points  to  into  the  list 
of  fmv_recs>; 

for  <each  file  named  in  m3g“>  da 

<lnsert  the  file  name  into  fmvptr“>; 

<send  a  message  of  type  Mil  (create  file 

request)  to  the  file_3et_manager  on  the  node 
where  the  file  is  to  be  copied>; 

£nd£an: 

£ol: 
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64: 

65: 

66: 

67: 

68; 

: 

70: 
'It  : 

72: 
73: 
74: 
75: 
76: 
77: 
78: 
79: 
80: 
81 : 
82: 
83: 
84: 
85; 
fl6- 
87: 
88. 
89: 
90- 
91: 
92; 
93: 
94: 
95: 
96: 
97: 
98: 
99: 
100: 
101 : 
102: 
103: 
104; 

105 

106 

107 

108 

109 

110 
111 
112 
n.':: 

114 


Ml 2;  1  file  availability  info  from  file_set_jnanager  } 
begin 

<let  favptr  point  to  the  fav_j'ec  that  nag* 
is  a  reaponae  to>; 

<fill  in  the  availability  information  in  favptr" >; 

if  <responaea  from  all  flle_.8et_pianagerB 
have  been  recelved>  then 

<3end  a  meaaage  of  type  Ml 6  (file  availability 
information)  to  the  ta3k_8et_manager 
identified  •'v  a  field  of  favptr">; 

endlf : 

M13:  {  lock  and  releaae  resulta  from  file_8et_jmanager  } 
begin 

<let  flrptr  point  to  the  flr_rec  that  mag* 
l3  a  reaponae  to>; 

<fill  in  the  look  and  releaae  reaulta  in  flrptr*>; 

if  <reapon8e3  from  all  flle_8et_manager8 

that  were  contacted  have  been  recelved>  then 
<3end  a  meaaage  of  type  M17  (reaulta  of  file 
lock  &  releaae  requeat)  to  ta8k_8et_manager 
idencix'ied  n  1  .f  i'lrptr*>; 

M14:{re3ult  of  file  creation  req.  from  file_3et_manager) 
begin 

{  Thla  meaaage  ia  part  of  a  aerlea  of  meaaagea 
uaed  to  copy  a  file  from  one  node  to  another. 

At  thla  point,  file  proceaaea  have  been 
activated  at  both  the  sending  and  receiving 
nodea.  The  next  step  is  to  send  a  signal  to 
the  sending  process  to  begin  transmission,  } 

<send  a  message  of  type  Ml 8  (signal  to  begin  copy) 
to  the  sending  file  process  in  the  copy 
operatlon>; 

M15:  {  copy  completion  signal  from  a  file  process  } 
begin 

<let  fmvptr  point  to  the  fmv _nec  that  mag* 
is  a  response  to>; 

<record  in  fmvptr*  that  the  copy  operation 
indicated  in  msg*  has  been  completed>; 

iX  <all  copy  operations  have  been  completed>  then 
<send  a  message  of  type  M19  (results  of  file 
copy  requeat)  to  the  tasK_set_manager 
identified  by  a  field  of  fmvptr*>; 

endlf: 

£Ql; 
end case: 
endloQD : 

eqcl  flle_ay3tem_manager ; 
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1.1.4  PrgMflacr 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 


procesa  proceasor_jitlllzatloii_jnanager; 

{  Every  ndde  poaseaaea  one  of  theae  proceaaea.  This  procesa 
records  the  latest  processor  utilization  Information  received 
from  each  node's  proceaaor_utill2atioiuionltor ;  It  provides 
task;_set_jianagers  with  this  Information  on  demand;  and  if  It 
does  not  hear  from  a  proceaaor_utlllzation_pionitor  within  a 
particular  interval  of. time,  it  records  the  processor  as  down 
and  attempts  to  contact  that  processor_utlllzatlon_jBonltor.  } 

me. 

msg:  message_polnter; 

poutil:  array  [N0DES_0F_THEL.NET]  a£.  pc_utixlzation; 

begin 

l££>£l 

<walt  for  a  message  of  any  type  (let  msg  point  to 
the  message) >: 
case  msg'*.message_type  ££ 

M2:  {  pc  utilization  information  request  } 
begin 

<send  a  message  of  type  M20  (pc  utilization 
information)  to  the  ta3K_set_manager  that 
sent  the  message  and  is  Identified  in  msg'">; 

M3:  (pc  utilization  information  from  monitor  ) 
begin 

<record  information  in  msg*  in  pcutil  [msg*. node ]>; 
<re3et  deadman  timer  for  information  arriving 
from  node  msg*.node>; 

M22:  {  deadman  timer  signal  -  this  indicates  that  a 

processor_utilization_ponitor  has  not  reported 
within  the  required  time  ) 
begin 

pcutil  [msg*. node]  :=  N0T_AV AIL ABLE; 

<send  a  message  of  type  M23  ("are  you  alive?" 
query)  to  the  processor_utilization_monltor 
on  node  msg*.node>; 

£01; 

£Ql£Oa£; 

£OiUQfi£; 

end  proces3or_utlllzation_pMinager; 
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1.1.5  fEQaaaaar  PtUXtatloa  Mgattor 

1:  proceas  processor  utilization  monitor; 

2:  {  Every  node  possesses  one  of  these  processes.  This  process 

3:  records  various  performance  measurements  and  computes  a 

4:  processor  utilization  value  that  is  periodically  transmitted 

5:  to  all  processor_utlllzatlon_jnanagers.  ) 

6: 

7 :  begin 

8:  loop 

9:  <gather  performance  measurements >; 

10:  <compute  processor  utilization  value>; 

1 1 ;  for  <each  node  i>  da 

12:  <send  a  message  of  type  M21  (processor  utilization 

13:  Information)  to  the  proeessor_utllizatloixjBanager 

14:  on  node  1>; 

15:  aodfoc; 

16:  <sleep  until  It  la  time  to  gather  more  iDeasurefflent8>; 

17:  <walt  until  it  Is  time  to  gather  more  measurements 

18:  or  a  message  from  a  procesaor_utlllzatloiLjnanager 

1 9 :  arrivea> ; 

20 :  endlooD! 

21:  end  proceaaor_utillzatien_;Bonltor; 


1.1.6  Process  Manager 
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process  proces8_jBanager; 

{  Every  node  possesses  one  of  these  processes.  This  process 
manages  the  processes  that  are  executing  on  Its  node.  } 

var 

pobptr :  process_control_blocK_POinter ; 
process_name_table;  process _pame_to_pcbptr_>Bap ; 
fflsg:  message_jpolnter; 

begin 

loop 

<w2d.t  for  the  arrival  of  a  message  (let  msg  point 
to  the  message) >; 
case  m8g''.ffle88age_type  a£ 

M6:  {  process  activation  request  } 
befln 

If  <process  type  Is  an  object  flle>  then 
new  ( pcbptr ) ; 

<record  process  Identifying  Information 
and  pcbptr  In  process_name_table>; 

<flll  in  the  necessary  Information  In  pcbptr *'>; 
<lnltiate  the  loading  of  the  prooess>; 
else 

tasl^set.jiianager  (CMNDFILE,  m8g*‘.file_descrlptor) $ 
<reoord  process  Identifying  Information 
and  tasK_setjBanager  Identification  In 
prooeas_name_table> ; 


Georgia  Institute  of  Technology 


POPS  Control 


/ 


Page  174 


CONTROL  MODEL  PSEUDO  CODE 


Appendix  1 


26 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 


endlf ! 

£1UL; 

M7:  {  procesa  kill  requeat  } 
begin 

<flnd  the  prooeaa  in  proceaa_paae_table>; 

If  <tbe  prooeaa  la  an  object  flle>  then 
<termlnate  the  proceaa>; 

<unloa(l  the  proce8a>; 

<dlapoae  of  the  prooeaa  control  block>; 

<send  a  meaaage  of  type  M24  (prooeaa 

termination  meaaage)  to  the  ta8kL_8etjnanager 
that  activated  the  proce88>; 
elae  {  the  prooeaa  la  a  command  file  } 

<send  meaaage  of  type  M25  (requeat  to  terminate 
the  execution  a  command  file)  to  the 
taak^setjnanager  executing  this  command  flle>; 
eiidif; 
janil; 

end case i 
endloop; 

end  process_pianager ; 


1.1.7  Pile 

1 :  process  flle_3et_manager; 

2;  {  Every  node  possesses  one  of  these  processes.  This  procesa 

3:  manages  the  files  located  on  Its  node.  } 

4; 

5:  yac 

6:  msg:  message_polnter ; 

7:  flle_directory:  fllejocatlonjlnformation; 

8: 

9:  begin 

10:  loop 

11:  <walt  for  the  arrival  of  a  message  (let  msg  point 

12:  to  the  message) >; 
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13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 


case  msg‘'.ae8sagct_type  ££. 

M8:  {  file  availability  request  ) 
begin 

for  <eaah  file  naaed  in  asg‘*>  do 
< search  for  the  flle>; 

^  <the  file  was  found>  then 
if  <the  file  Is  free>  then 
<reserve  the  flle>; 

<record  the  desired  access  to  the  flle>: 
<note  that  the  file  Is  avallable>; 
else 

<the  desired  access  to  the  file 
Is  READ>  and  <the  access  already 
granted  to  the  file  Is  READ>  then 
<note  that  the  file  is  available>; 
else 

<note  that  the  file  Is  not  avallable>; 
endlf : 

jsasLLI: 

else 

<note  that  the  file  Is  not  avallable>; 

oadif ; 

endfor; 

<8end  a  message  of  type  Ml 2  (file  availability 
Information)  to  the  file_systeiiuBaneg*r 
on  node  msg''.node>; 

AQl! 

M9:  {  file  look  and  release  request  ) 
begin 

for  <eaoh  file  In  msg'‘>  do 
<search  for  the  flle>; 

<the  file  was  found>  then 
<lock  or  release  the  file  as  requested>; 
else 

<note  that  request  could  not  be  satl8fled>; 
endlf : 

AOdCfiC; 

<8end  a  message  of  type  Ml 3  (results  of  file  lock 
and  release  request)  to  the  file_systeiiuoanager 
on  node  msg'*.node>; 

gJUL; 

H10:  {  file  release  request  } 
begin 

for  <eacb  file  In  msg''>  do 

<search  for  file  and  release  the  lock  on  lt>; 
AOdllQc; 
gDl; 
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60: 

61: 

62: 

63: 

64: 

65: 

66: 

67: 

68: 

69: 

70: 


Mil:  (  file  creation  request  ) 
begin 

<create  an  entry  for  a  new  file  In  flle_jdlrectory>; 
<aotlvate  a  file  process  for  the  flle>; 

<send  a  sesaage  of  type  Ml 4  (results  of  file 
creation)  to  the  flle_systeqjBanager  on 
node  msg''.node>: 

£IUl: 

endoasei 

MdlPOP; 

end  flle_set_jnanager: 
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1 .2  Psnedo  for  IPDPS.2  Control  Moflel 

1.2.1  Syaten  Inltlntor 
Same  as  XFDPS.1. 

1.2.2  T««k  Set  Manager 

XFDPS.1  with  the  following  changes: 


25:  <send  a  message  of  type  M2  (file  availability  request)  to 

26:  the  flle_systeiitjuaoager  on  node  1  that  contains  the 

27:  names  of  flies  needed  for  this  work  request>; 

44:  <send  a  message  of  type  M3  (file  lock  and  release  request) 

45:  to  the  flle_systeauoanager  on  node  1>; 

76:  <send  a  message  of  type  M4  (file  release  request) 

77:  to  the  flle_systenLJBanager  on  node  1>; 


1.2.3  File  System 
(complete  replacement) 


1 

2 

3 

4 

5 

6 

7 

8 
9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 
23; 
24: 


process  f lle_systeiiLJBanager ; 

{  This  process  resides  on  node  1  and  satisfies  various  requests 
concerning  the  file  system.  This  process  maintains  the 
centralized  file  system  directory.  } 

xac 

msg:  message_polnter; 

begin 

loop 

<walt  for  a  message  of  any  type  (let  msg  point  to 
the  message) >; 
case  msg'.message_type  jsT 

Ml :  {  file  availability  Information  request  ) 
begin 

for  <each  file  named  In  a8g''>  do 
<search  for  the  flle>; 

If  <the  file  was  found>  then 
for  <each  node  1>  ^ 

11  <the  file  Is  free  on  node  1>  then 
<re8erve  the  rile>; 

<reoord  desired  access  to  the  flle>; 
<note  that  the  file  Is  available  on 
node  1>; 
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25 

26 

27 

28 

29 

30 

31 

32 

33 
3>i 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 

63 

64 

65 

66 

67 

68 
69 


elae 

If  <the  desired  access  to  the  file 
Is  READ>  and  <the  access  already 
granted  to  the  file  Is  READ>  then 
<note  that  the  file  Is  available  on 
node  1>; 

elae 

<note  that  the  file  Is  not  av£d.lable 
on  node  1>; 

endlf : 
endlf : 

andfor; 

else 

<note  that  the  file  Is  not  available  on 
any  node>; 

endlf; 

endfor; 

<send  a  message  of  type  M12  (file  availability 
information)  to  the  tasK_3et_jnanager  requesting 
the  lnformatlon>; 

aM; 

M3:  {  file  lock  and  release  request  } 
begin 

for  <each  file  in  mag''>  do 
< search  for  the  file>; 

If  <the  file  was  found  and  is  present 
on  the  node  speclfled>  then 
<lock  or  release  the  file  as  requested>; 

aiaa 

<note  that  request  could  not  be  satlsfled>; 

ansLIX; 

fiXuLCsii; 

<send  a  message  of  type  Ml 3  (results  of  file  lock 
and  release  request)  to  the  task_set_jnanager 
that  made  the  request >; 

aM; 

M4:  {  file  release  request  ) 
begin 

for  <each  file  In  msg''>  do 

<search  for  file  and  release  the  lock  on  lt>; 

aijidlsc; 

aod.: 

endcase; 

endloon: 

end  file_aysteiiLjnanager; 
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1 .2.4  froMM  gUtlMttett  Minawr 

Sane  aa  XFDPS.1. 

1 .2.5  Prooaaaor  PtUlMtlOa  MPPltOr 

Sane  aa  XFDPS.1. 


1.2.S  PfQoaaa  itowager 
Sane  aa  XFDPS.1. 
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1 .3  PsuedQ  Code  for  the  IPDPS.^  Control  Modal 

1.3.1  Svatae  Initiator 
Same  as  XFDPS.1. 

1.3.2  Task  Set  Managar 
Same  as  XFDPS.1. 

1.3*3  File  System  Managar 
XFDPS.1  with  the  following  changes: 

23:  <send  a  message  of  type  M8  (file  availability 

24:  request)  to  the  flle_set_manager  on  the  same  node 

25:  as  this  flle_system_jnanager>; 

26: 

27: 

69:  <thls  response  Is  from  this  node>  and 

70:  <all  flies  have  not  been  found  avallable>  then 

71 :  for  <every  other  node  1>  da 

72:  <send  a  message  of  type  M8  (file  availability 

73:  request)  to  the  flle_set_manager  on  node  1>; 

74:  gndfor; 

74a:  else 

74b:  1£  <responses  from  all  flle_set_inanagers  have  been 

74c:  received  or  all  flies  have  been  found  locally>  then 

74d:  <3end  a  message  of  type  M16  (file  availability 

74e:  Information)  to  the  tasK_setjnanager  Identified 

74f:  by  a  field  of  favptr'‘>; 

r4g:  endlf; 

74h:  endlf; 

1.3.4  frogoM  UtiilaatlQU  Ifanagor 

Same  as  XFDPS. 1 . 

1.3*5  Prooessor  Utilization  Monitor 
Same  as  XFDPS.1. 

1.3*6  Process  Manager 
Same  as  XFDPS.1. 


Appendix 


1.6.7  File  Set  Manager 
Same  as  XFDPS.1. 
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1 ,4  Pauedo  Code  for  XPDPS.4  Control  Model 

1.4.1  atatNM  lattutor 

Sane  as  XFDPS. 1. 

1.4.2  Teak  Set  Manager 

Same  as  XFDPS. 1. 


1.4.3  File  Syaten  Man* gar 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 


proceas  flle_systeu^jiianager; 

{  Every  node  possesses  one  of  tbese  processes.  This  process 
satisfies  various  requests  concerning  the  f..le  systen  and 
helps  maintain  the  redundant  copies  of  the  file  system 
directory.  ) 

var 

msg:  message_polnter ; 

begin 

loop 

<walt  for  a  message  of  any  type  (let  msg  point  to 
the  message) >: 
case  msg''.message_type  SiL 

Ml,  M3,  M4:  {  availability,  look,  and  release  requests  ) 
begin 

<plaoe  the  message  on  the  queue  of  file  system 
requests  arriving  at  this  node>; 

£2kl; 

CV:  {  control  vector  } 
begin 

while  <the  file  system  request  queue  is 
not  empty>  do 

<remove  a  message  from  the  queue  (let  msg  point 
to  the  message) >; 
case  m8g*.message_type  SiL 

Ml :  {  file  availability  information  request  ) 
begin 

for  <eaoh  file  named  in  msg'‘>  ilg 
<search  for  the  flle>; 
if  <the  file  was  round>  then 
for  <eaob  node  i>  gg 

if  <file  free  on  node  1>  then 
Kreaet've  the  flle>; 

<record  the  desired  access 
to  the  file>; 

<note  that  the  file  is 
available  on  node  1>; 
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39 

JlO 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 

63 

64 

65 

66 

67 

68 

69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 
81 
82 

83 

84 

85 

86 

87 

88 
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eiae 

1£  <dealred  access  to  file 
is  READ>  and  <accesa 
already  granted  Is  READ> 
then 

<note  that  the  file  is 
available  on  node  i>; 

else 

<note  that  file  is  not 
available  on  node  1>; 

sMlLi 
endlf ; 
endfor; 
else 

<note  that  the  file  is  not 
available  on  any  node>; 

jsnsUX: 

endfor; 

<send  a  message  of  type  Ml 2  (file 
availability  information)  to  the 
ta3k;_set_manager  requesting  the  info>; 

£111; 

M3:  {  file  lock  and  release  request  } 
begin 

for  <each  file  in  msg*>  is, 

<search  for  the  flle>; 

IL  <the  file  was  found  4  is  present 
on  the  node  specified>  then 
<lock  or  release  the  file>; 
else 

<note  failure  to  satisfy  request>; 
endlf; 
enlfar; 

<send  a  message  of  type  Ml 3  (results  of 
file  lock  and  release  request)  to 
task_3et_manager  that  made  request >; 

£1)1; 

M4;  {  file  release  request  ) 

for  <each  file  in  msg''>  do 

<search  for  file  and  release  lock>; 

£Al; 

£Ol£%S£; 
endwhlle ; 

<3end  a  message  of  type  UPV  (update  vector)  to  the 
next  node  (according  to  the  predetermined 
ordering  of  nodes)  containing  the  changes  Just 
m?di  to  the  file  system  dlrectory>; 

££1; 
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UPV:  {  update  vectoi*  } 
begin 

II  <thl8  UPV  created  by  this  node>  then 

<3ead  a  message  of  type  CV  (control  vector)  to 
the  next  node  (according  to  the  predetermined 
ordering  of  nodes)>; 

eiae 

^update  the  file  system  dlrectory>; 

<send  the  message  of  type  UPV  (update  vector) 
to  the  next  node  (according  to  the 
predetermined  ordering  of  nodes) >; 

endlf; 

endcaae: 

103:  endloop; 

104:  jgjad  flle__systein_manager; 

1.4.4  iTQMafl  Dtlllxatlan  MAnag^t. 

Same  as  XFDPS.1. 

1.4.5  fCQCflaaor  Otlllxatlon  Manlfcar 
Same  as  XPOPS.l, 

1.4.6  Process  Manager 
Same  as  XFDPS.1. 


89; 

90. 

91; 

92: 

93: 

94; 
95: 
96 ; 
97: 
98; 
«9; 
100: 
101 : 
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1 .5  laufida.  £sdA  Xsc  nass.^  foatcfll.  iioilfil 

1.5.1  aYfltttB  laltiNtgr 

Same  as  XFDPS. 1 . 

1.5.2  Task  Set  Manager 

Same  as  XFDPS. 1. 

1.5.3  File  System  Manager 

Same  as  XFDPS.  1. 

1.5.4  Prooeas  Utilization  Manager 
Same  as  XFDPS. 1 . 

1.5.5  Prooeasor  Utilization  Monitor 

Same  as  XFDPS. 1. 

1.5.6  Prooeaa  Manager 

Same  as  XFDPS. 1. 

1.5.7  File  Set  Manager 

XFDPS. 1  with  the  following  changes: 

20:  <note  that  the  file  is  avallable>; 

21: 

22: 
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1 .6  2|||i8B  Cn<1e  Par  JUb.  EPDM-8  fgBfcCBL  JfOtfiL 


1.6.1  amt—  Tnltlatoi* 
Saae  an  ZFDPS.1. 


1.6.2  jitl,  JlUICKL 

XFDFS.1  with  the  following  ehangoa: 

75:  for  <eaeb  taak  In  the  ■aasaga>  4g. 

76:  <aark  the  taak  aa  ooaplatad  la  tg''>; 

77:  andfort 

87:  for  <eTery  node  1  atlll  axaoutlng  parta  of  the  work 

88 :  requeat>  ilfi. 

89:  <aend  a  Maanga  of  type  M7  (prooaaa  kill  raquast) 

90:  to  tba  prooaaqjMnagar  on  node  1>; 

91:  andfor: 

92: 

93: 

1.6.3  Plla  Swataa  Manaaar 
Saoe  aa  XFDP8.1. 

1.6.4  Prooaaa  ntlliaattaa  Maiiaaai. 

Saae  aa  XFDPS.1. 

1.6.5  Prooeaaor  nttllaatian  Maoltar 
Sane  aa  XFDPS.1. 


1.6.6  Prooaaa  Hanaaar 
1 :  jtcsfifiaa  prooaaaupanagar; 

2:  {  Every  node  poaaeaaea  one  of  ttaeae  prooeaaea.  Thla  prooaaa 

3:  nanagea  the  prooeaaea  that  are  executing  on  Ita  node.  ) 

4: 

5:  lar. 

6:  pobptr:  prooeaai_oontro]Jt>look^lnter; 

7:  prooeaa_naBe_table:  prooeag_paMLJto_j>obptr_j»p; 

8:  aubtg:  taak jjrapl^.polnter ; 

9:  aag!  ■eaaag€t_polnter: 

10: 
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11 

12 

13 

14 

15 

16 

17 

18 

19 

20 
21 
22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 


JtSSlA 

loon 

<wait  for  the  arrival  of  a  aessage  (let  nag  point 
to  the  BeesM*)^! 
oaae  aag^,Be8sage_type  sit. 

M6:  T  process  activation  request  } 
begin 

new  (subtg); 

for  <each  task  1  ia  Bsg^>  jda 
<reeord  task  1  in  subtg^>; 
if  <task  i  naaes  an  object  file>  then 
new  (pcbptr); 

<reoord  process  identifying  information 
and  pcbptr  in  process_paae_table>; 

<flll  in  necessary  information  in  pcbptr'*>; 
<lnltlate  the  loading  of  the  process>; 
else 

tasK_set_jDanager  ( CMNDFILE,  msg'* .  f  11  e_descriptor ) ; 
<reeord  process  identifying  Information 
and  tasK_set_aanager  Identification  in 
process_name_table> ; 
endlf: 

NDdCsr: 

<llnk  subtg*  onto  the  list  of  subtaskgraphs 
executing  on  this  node>; 

giuL: 

M7:  {  process  kill  request  } 
begin 

<find  the  subtaskgraph  in  the  list  of 

subtaskgraphs  executing  on  this  node  (let 
subtg  point  to  the  subtaskgraph) >; 
for  <each  task  1  in  8ubtg*>  do, 

if  <task  1  has  not  oompleted>  then 

If  <task  1  naaes  an  object  flle>  JJigg 
<termlnate  the  prooess>; 

<unload  the  proce8s>; 

<dlspose  of  the  process  control  block>; 
<mark  task  i  as  terainated>; 
else  {  the  process  is  a  command  file  } 

<send  a  aessage  of  type  K25  (request  to 
terminate  execution  of  command  file)  to 
ta8k_8Ct_jBanager  running  this  cand  file>; 

gjuUT; 
endif I 
endfor; 
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56: 

57: 

58: 

59: 

60: 

61: 

62: 

63: 

64: 

65: 

66: 

67: 


iX  <*11  t)M  Usks  IB  BUbtg''  hBVB  oomsl9UA>  JJma 
<a«Ml  a  «••>•••  of  typo  164  (subUakgroph 

twwlBBtlOB  Moaoto)  to  tho  tmaK_aotuPBiiBtor 
that  aotivatod  tho  Bubtaalrgraph>; 

<r«anoo  aubtg''  from  tbo  list  of  aubgraplia 
oMoutlag  OB  tlila  aodo>; 
dlapoao  (sabtg); 

BIUL} 

timnno; 

andlooDt 

IBd.  proeoa<Lpanagor } 
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